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of bungalows, “planes and caravans, and furniture 
and tins, 
It would be difficult to imagine a more varied collection, 
for each article is destined to be used under widely 
divergent conditions —yet each has been improved and 


protected by a fintsh from the Cellon range. 


Cellon Limited have deve loped paints and finishes of 


unvarving high quality to meet the production requirements = = 
of indi Whether its particulas need is cellulose SUGAR J 
lacquers for wood or metal, synthetic finishes for air. sea and 

land transport —or decorative paints for buildings. VA, te SA 


The range of Cerrux Decorative Paints includes Gloss. 
Satin and Matt Finishes. Flat Undercoatines. Primers 
for every type of surface as well as Cerrusco Texture 


and Water Paints. 


DECORATIVE PAINTS 


CELLON LIMITED + KINGSTON-ON-THAMES + PHONE KINGSTON 1234 
CVS~724 
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“ARMOURPLATE ” Glass Doors are now available in quantities never before possible. 
This means that all business premises can extend the “open door invitation to passers-by 


and convert their entrance and interiors into one attractive and dignified display. 


PILKINGTON BROTHERS LIMITED 


Consult the Technical Sales and Service Department at St. Helens, Lanes., or Selwyn House, Cleveland Row, 


St. James's, London, S.W.1.) Telephones: St. Helens 4001, Whitehall 5672-6, 


Supplies are available through the usual trade channels, “ARMOU RPLATE”™ is the registered trade mark of Pilkington Brothers Led. 
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¢ INDUSTRIAL APPLICATION OF THE 
KEY FIBRE 


UNDERFLOOR DUCT 
WIRING SYSTEM 


tas 
te 


caters for all alterations and additions 


to machinery; ensures the protection 


of cables, is cheap and easy to instal. 


Non-Corrodible and non-Condensing, Key 


Fibre is completely impregnated with 


- pitch and is ideal for 


factories and offices in 


A recent photograph by courtesy o ‘ 
all climates. 
Agents’ names for over- > . ENGINEERING COMPANY LTD. 
i ri i 4 QUEEN VICTORIA STREET, E.C.4. 
ad Cables: KEYPOINT”, CANNON, LONDON Tel; CITY 1185/6, 


TRAFFORD PARK, MANCHESTER. 
Cables: KEYPOINT’’, MANCHESTER. TRAFFORD PARK 1908. 


supplied on request. 


DEB 


Thermacoust Channel Reinforced 


Standard Factory, Harlow Industrial F state 


Harlor Development Corporation, wooD WOOL ROOFING SLABS 
Executive Architect amnett, B.Sc., 


» A.R:1.C.S 


IDEAL FOR FACTORY ROOFS 
For Flat or pitched roofs 
NO purlins needed at less than 7ft. centres 


NO other insulating material has greater 
structural strength 


PERFECTLY adapted ” valley gutter 
construction 


‘THERMACOUST Roofing Slabs have outstanding 
advantages for FACTORY roofing. Large, lightweight 
units, they can be handled with speed and low-labour 
cost. Highly insulating, they save the cost of insulating 

lining, save on heating-plant and fuel. They are fire- 
We mamtam a highly qualified technical staff and drawing resistant, can be cut with wood-working tools. Standard 
office whose assistance, parncularly at the design stage, can b 


most wisely emploved and is freely available. Enquiries are slabs 6ft. long ; 6ft. Sins. and 7ft. made to order. 
invited and wt!l incur no obligation. 


THERMACOUST ADVISORY SERVICE 


T.10 


THERMACOUST LIMITED, 39 VICTORIA STREET, LONDON, S.W.1I. (Abbey 2738) 


. - ~ 
6 
= 
| 
| 
| 
. 
| 
7 
= 
| 


MUS MINUTUS. Because of his light weight, this 
smallest of British mammals is able to build where few of his 
enemies could find lodgement and constructs his nest of 
grass as high as the tallest growing corn will allow. 


—but to build in 


is no job for small people. Very great resources are called for, in designing, in 


fabrication and in erection. These resources exist to the fullest extent within our 
organisation at Trafford Park and have found expression in many of the largest 


buildings in the British Empire ; our advisory department is fully at your disposal. 


AGECROFT 
POWER STATION 


CONSTRUCTIOON AL ENGINEERS 


Registered Office & Works: MANCHESTER 17 Tel: TRAfford Pork 234! (10 lines) 


london Office: 68 Victoria St., S.W.l. Tel: Victoria 1331/2. Technical Offices: BIRMINGHAM, LOUGHBOROUGH 
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As a change from the many factory 
constructed switchboards built by us, 
here is a pleasing example of what can be 

done with standard catalogue items in the 
hands of competent engineers. 


To Messrs. Woolman Ltd., of 101/103 Park 
Lane, Leeds, 1, we are indebted for this 
illustration of a switchboard, which they 

constructed to control the complete 

electrical installation at a large modern 
bakery, planned and executed by them 
throughout. 


The gear was supplied from the 
stock of one of 
our accredited 


SAN DE RS | distributors. 


WEDNESBURY 
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Who Burnt 
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History doesn’t say . . . but there’s no need to get 
heated about paint problems when all good judges 
recognise the excellence of Dockers’ Decorative Finishes. 
Hermator, Syntholux, Hermasheen and Muroleum are 
standard specifications wherever durability and fine 


appearance are required. 


DOCKER BROTHERS 


ARDY WOo 


BIRMINGHAM 16 
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“Thistle” Acoustic Plaster, in prevent- 
ing the one, ensures the other. By 
acoustic correction, excessive reverbe- 
ration can be eliminated so that mental 
fatigue is minimised. Reduction of 
noise by absorption permits speech to 
be kept at conversational level and also 
improves audibility. 


Acoustical Surveys are carried out 
without obligation and Architects are 
invited to avail themselves of this 
service. 


By virtue of its Gypsum base, “Thistle” 
Acoustic Plaster is remarkably fire- 
resisting. 


or Quiet 


It can be applied by any skilled 
plasterer, or if required, the manufac- 
turers provide, without charge, the 
services of skilled technicians to super- 
vise the work. 


“Thistle’’ Acoustic Plaster is a product of 
THE BRITISH PLASTER BOARD LTD. 
Other B.P.B. products include :—**Thistle’’ 
Plaster Base Board; ‘**Thistle’’ Plaster Lath; 
“Thistle’’ Gypsum Board Finish Plaster; 
*“‘Paramount’”’” Fire Resisting Plaster Wall 
Board; **Paramount”’ Fire Resisting Insulating 
Board; ‘Paramount’? Wood Grain Finish 
Plaster Wall Board; ‘ t’’ }” Partition 
Standard; ‘*Paramount’’ 2°” Solid Partition; 
*‘Paramount’’ Coved Moulding; ‘‘Parastrip’’ 
Plaster Board Furring; ‘*Paraclip’’ System of 
Roof and Wall Insulation; **Pharaoh’? Gypsum 
Browning and Finish Plasters. 

Full details covering any of these renowned Building 
Sorauet can be obtained from the Sales Offices (addresses 


SOUTHERN SALES OFFICE 
MORRIS’ HOUSE, 


JERMYN STREET, LONDON, S.W.I. 


Telephone: Whitehall 9821 - 
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“Thistle” 


ACOUSTIC PLASTER 
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A copy of this comprehensive catalogue should be in the hands 
of every engineer concerned with pumping problems. It covers 
the complete range of new pumps which WARDS offer for early 
delivery or from stock at their Machinery Depots in Sheffield, 


Liverpool, Glasgow, Briton Ferry and London. 
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Easily installed—Quiet operation 


Consumption only 25 watts 


Xpelair carries a 


National Physical Laboratory 
Certificate 
confirming its performance 


PELAIR 


WINDOW FAN 
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THE GENERAL ELECTRIC CO. LTD, MAGNET HOUSE, KINGSWAY, LONDON. W 
TO THE ARCHITECT 
SURVEYOR AND BUILDER 


— 
Yours the problem- | 


Harveys the answer! 


Whenever it is a question as to‘' Where to get”’ 


GILLED TUBES 


—remember Harveys. For the ‘‘Harco’’ Mild 
Steel ‘‘Tapergil’’ Gilled Tube is superior to 
any other form of Gilled Tubing. This type of 
Gill has no crimp, is twice as wide at the 
bottom of the Gill than at the outside edge 
and the cross section of the strip is tapered. 
For full particulars send for List A 806 


Harvey | 


(G.A. Ltd. 
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There are sound reasons why important Housing Schemes 
all over Britain employ Magnet Service for Standard 
Joinery, Doors, Windows, Cupboards, etc. 

Magnet Service saves valuable time, cuts out delays, 
reduces costs, and helps to ensure completion on schedule. 


The Magnet countrywide organisation holds ample supplies 
of kilned and air-conditioned timber. Stocks are sufficient 
for instant delivery, to cope with any emergency. Our 
highly skilled staff, working in three up-to-date factories, 
are waiting to meet your demands. 


on schedule ... 
USE MAGNET SERVICE 


To ensure completion 


Write for free literature to 


WHITLEY STREET, BINGLEY, YORKS. Phone: Bingley 3547 5 lines 
LOVE LANE, ASTON, BIRMINGHAM. Phone: Aston Cross 3291 
LONDON ROAD, GRAYS, ESSEX. Phone: Tilbury 77 5 lines 


WRITE FOR SAMPLES 
AND LITERATURE 


THE QUALITY OF BLACKWELLS ROOFINGS SETS A 
STANDARD FOR ALL ROOFING PRODUCTS OVER 50 
YEARS’ EXPERIENCE MAKES IT POSSIBLE TO OFFER MOST 
EXCEPTIONAL VALUES 


BLACKWELLS FELTS & DAMPCOURSES ARE MANUFACTURED 
IN ACCORDANCE WITH THE APPROPRIATE BRITISH 
STANDARD SPECIFICATIONS 
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and Prosperity 


; the prime task is to increase the 
strength and prosperity of the nation. To do 
that, more electric power is needed . . . power 
for rearmament, for more exports and for the 
increasing needs of industrial, commercial 
and domestic consumers. . . 

More power is on the way. Fifty-nine post- 
war Power Stations are planned to be in com- 
mission by the end of 1957. Of these 25 will 
be completed or in partial operation by 31st 
December next. Plant installations this year 
should provide an extra 1,250,000 kilowatts 
equal to 1,666,000 horse-power—even more 
than last year’s record. 


We cannot rely on the weather 


Last winter, thanks to the good fortune of 


mild weather, the co-operation of consumers, 
and the special efforts of British Electricity. 
there were practically no power cuts. 
We cannot, unfortunately, rely on mild 
weather again. British Electricity are once 
more making special efforts to ensure that tiie 
maximum generating capacity will be 
available in the coming winter, and Industry 
is asked to take heed now : to ensure that the 
most effective and efficient use of power is 
being made at all times. We must all avoid 
waste. Then we can hope for a * cut-free’ 
winter. 


PLAN NOW FOR 
MAXIMUM WINTER PRODUCTION 


BRITISH ELECTRICITY 


* 
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LIGHTWEIGHT AGGREGATE 


IN 


Concrete, Plaster & Loose Fill 


SLASHES DEADWEIGHT 
INCREASES INSULATION 


IN 
SCHOOLS, FLATS, HOSPITALS 
FACTORIES, POWER STATIONS, ETC. 


167; VICTORIA STREET, SW11 VIC. 1414/5/6 & 7913 


Telephone Telegrams 
ENField 4877 8 Cuality, Enfield 


SHUTTER CONTRACTORS 


LINCOLN WORKS 


ENFIELD 


MANUFACTURERS OF 


Quality 


ROLLING SHUTTERS 
IN STEEL, WOOD & 
ALUMINIUM ALLOY 


FOR ALL TYPES OF BUILDINGS 


APPROVED MANUFACTURERS TO 
F.0.C. AND L.C.C. REQUIREMENTS 


CONTRACTORS TO 
H.M.GOVERNMENT—ALL DEPARTMENTS 
PUBLIC UTILITY COMPANIES, COUNCILS 
PRINCIPAL RAILWAYS, INSTITUTIONS 

Etc. 
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Fora jo 
like this 


% Standard Black For general metal 
preservation. 


% Dipping Black For dipping and spraying. 


For heat resistance 
up to 450 F. 


% Furnace Black 


% Tank Black 


For inside cold water 
storage tanks 


*% Coloured To suit any requirements 


* Aluminium A brilliant aluminium — 


stands up to 500 F 


Solignum Ltd., 30 Norfolk St., London, W.C.2. 


15 


SUGG Halcyon 
SPACE HEATERS 


WI: 

\\ \\ 

\\\ 


THE “HALCYON” SPACE HEATER 


will add charm to any surroundings 


The “SUGG "ingenious method of rapid heat 
exchange and circulation—a sure, clean, fast 
and sustained heat with automatic silent fan 
control ; low costs and economical operation 
plus years of satisfactory performance will appeal 
to any customer. Models J" and “JX"’, for 
use with or without flues. Write for up-to-date 
literature and prices of the “SUGG”’ 
HALCYON SPACE HEATERS. They whip 
all competition by comparison. 


SSUGG —again! 


WILLIAM SUGG & CO. LTD. 
Chapter Street, London, S.W.1 


THE BUBLDING CENTRE 


Westminster, 


Also manufacturers of 

/\ HALCYON Industrial Space 

NZ Heaters. See our permanent 

pv exhibit at the Building Centre. 
OH! 
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riven Pile 


or 
In-Situ Pile? 


This question can always be settled 
by specifying WEST'S SHELL PILES 
which combine a driven outer shell with 
an in-situ cast core. 

WEST'S SHELL PILES are backed by 
the experience and research of a 
quarter of a century and possess an 
imposing record of achievement, 
reliability and versatility. 

Full technical information is con- 
tained in our latest booklet which we 
shall be pleased to serid on request. 


Reinforced 
concrete core 
cast in-situ 


Precast reinforced 
concrete outer she/l/ 
in 3-O increments, 

driven to set 


WEST’S PILING & CONSTRUCTION CO. LTD. 
Columbia House, Aldwych, London, W.C.2 
Telephone: Holborn 4108 


ants & Howard V. Lobb & Partners, F/A.R./.8 


= Ireside & Outside ! 


The Ibstock Multi-coloured rustic bricks used for facing both these 
Schools, and internally, for the Infants School, as complete walling or 
as dados in the corridors, are recommended by the Architects for 
“very pleasing results.”’ 


Contractors: T. & E. Neville ted., Luton 


For fine effect and colour in brickwork get in touch with Ibstock, 


|Bstock MULTI-RUSTICS for Two Luton Schools 


IBSTOCK BRICK & TILE CO. LTO, NEAR LEICESTER. Phone: !bstock 39! 


London : L.M.R. Goods Depot, Wrights Lane. W.8. Phone: Western 128! 
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SELF-HELP 


Lie problem of increasing house room in this 
country is fast being extended into an “ all-in ” 
forum for anyone or any body with or without 
knowledge or obsessions. Individuals, local author- 
ities, housing associations, house groups and self- 
help builders are all dashing in and around where 
even trained folk would fear to tread. It is mostly 


done with little knowledge of the consequences of 


unsuitable design, poor planning or doubtful finance. 

One of the latest and apparently quite active 
side of the increased interest in the subject (interest 
is always wanted but informed interest is always 
more welcome) is shown by the activities of self-help 
housing groups. Apart altogether from the doubtful 
economy of drawing educational facilities for self- 
help instruction and apart, again, from similar 
defections from the ranks of building operatives of 
the skilled trades and: from the professional grades 
(if such are ever consulted), these groups, urged on by 
the propaganda of “‘if-you-want-it, do-it-yourself” 
type, are proceeding to the production of problems 
which, if they are not solved, will cause the future 
to think of our time as we think of the uncontrolled 
expansion of mid-Victorian times. 

We have already examined the matter from some 
of the architectural and planning aspects of providing 
new dwellings,* but the insistence of the daily press, 
encouraged by circulars from the Ministry and a 
recommendation of the L.C.C. joint housing and 
finance report that self-help building schemes should 
» May 1, 


* Our leading article 1952 


FOR WHAT? 


be eligible for financial help, lead us to return to the 
matter. 


The first point we would like to emphasize is the 
great difference between self-help maintenance of 
existing dwellings and self-help building of new 


dwellings. The latter is relatively unsound from a 
number of points of view and, indeed, savours 
somewhat of a “squatter” atittude, not unlike 


in spirit) to that which occurred soon after the last 
war; but the former should be encouraged. To 
side-track labour and materials from the permanent 
house-building programme of the country, highly 
organized as it is at the centre, in the regions and 
through the local authorities, is unwise. To encourage 
the maintenance of existing property is likely to 
prove of assistance to a hard-pressed industry. 
Even if the latter does not like anything that seems 
allied to direct labour, the very fact that so much of 
the building industry’s efforts are now expended on 
maintenance work should indicate the national im- 
portance of such a policy. The actual figures are 
hard to come by, but a reasonable computation seems 
to show that at least one-third of the industry is 
continuously employed on maintenance work. 


Here is where the efforts of self-help could be 
concentrated, if self-help is to be help in a national 
emergency as well. Release some of that thirty- 
three per cent trained labour for permanent develop- 
ment. 


There is another side of the question which merits 
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notice and by taking thought may advantage the 
housing problem more than the relatively small 
numbers of products that can come from self-help 
groups. 

Every urban complex and many rural areas have 
greater or less slum conditions; the quicker the 
permanent house programmes throughout the coun- 
try are carried through the quicker will these slums 
disappear. But there is also, throughout the country 
in every town (excepting, of course, the new towns), 
large numbers of houses of sound construction but 
of more or less out-of-date amenities or in poor 
decorative repair. These so-called obsolescent 
dwellings are fast becoming additions to the slum 
areas by reason of the lack of maintenance expended 
on them. Rent restrictions and high property taxes 
are the economic factors which maintain and encour- 
age the increase of this degeneration. 

If self-help is an energetic urge that will not be 
suppressed let it be expended on the maintenance 
of existing worth-while property, to meet a national 
emergency and to release trained labour for perman- 
ent plans of rehousing. In addition, self-help build- 


Part of the new garden walk on the former South Bank Festival site. 
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ing could assist greatly in bringing obsolescent 
dwellings more into line with modern standards 
and ideas of social amenity by simple reconstructions 
and re-equipment. The advantages to the total 
housing problem would be considerable, the saving 
of money by using and altering much sound and 
usable existing property and the ultimate assistance 
to the drive for new houses are obvious. If sound 
houses (or flats) can be obtained through such 
means by the expenditure of, say, some £300 to 
£500 on each dwelling, instead of some £1,200 to 
£1,600 on each new house or flat, it is a proposition 
that, in these hard times, should be explored, if only 


as a ten-year programme. 


Before any such schemes could be implemented 
a good deal of re-orientation of attitude would have 
to be indulged in by the Treasury, and the relevant 
Ministries and by Parliament itself. The whole 
matter has now got into a series of grooves from which 
to remove it a series of violent jerks is required. 


The growth of self-help house-building is a symptom 
I 


of the malaise of the disgruntled rather than a real 
facing-up to the national situation. 


Flower beds and sculpture 


in front of the Royal Festival Hall, the viewing platforms and masts can be seen in the distance, 
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festival hall pier 


df 


/ 


playground 


General details of the Downstream Section. The proposals for the terrace in front of County Hall and 

the Upstream Section will be published later. The scheme has been prepared under the direction of 

Robert H. Matthew, Architect to the Council; L. A. Huddart, F.I.L.A., Chief Officer, Parks Department, 
and J. Rawlinson, M.Eng., M.I.C.E., Chief Engineer and County Surveyor. 


Me I. J. HAYWARD, Leader of 
the London County Council, 
held a Press Conference on the South 
Bank last Thursday. He said the Coun- 
cil’s aim was to bring the South Bank 
to life again and to recapture and main- 
tain to the full the great public interest 
and enthusiasm which the Festival of 
Britain did so much to awaken. Last 
Tuesday the Council approved an 
estimate of about £50,000 for construc- 
tion work and maintenance during 
1952-53, in connection with the pro- 
gramme to bring a large part of the 
Festival site into use as a riverside walk 
and garden for general public enjoy- 
ment. 

Referring to the progress towards 
completion of the scheme, Mr. Hay- 


South 


ward mentioned that the removal of the 
Bailey Bridge hould begin before 
f rust, whilst the removal 
except for the large 
ll remain, will be 
nd of July. Repaint- 
er wall railings, the view- 
and the masts in front of 
Hall will begin in 
ita Vv im The repaving in 
Sutton Walk will be finished by the end 
of the 
already 
walk and around the 
Hall and further 
which bei 


the Roya 


about a week 


iporary lighting 
g the riverside 
Royal Festival 
temporary lighting 
installed along the 


Upstream Section will enable the whole 
of the riverside walk to remain open at 
lamp 


night Permanent standards 


Bank Proposats 


along the riverside walk and a scheme 
of lighting behind the Royal Festival 
Hall is being designed and will be in- 
stalled later. Work is beginning on the 
garden and paved area and car park 
between the Royal Festival Hall and 
York Road and will soon be started 
on the layout of the Upstream Section. 
It is hoped to have the Richard Huws 
water mobile in operation again soon. 

Among other proposals soon to be 
put in hand are direction signs, some 
of which will be illuminated, and the 
laying out of the children’s play area 
near Waterloo Bridge. 

In conclusion Mr. Hayward men- 
tioned a programme of social and 
sporting activities which will take place 
on the South Bank during the summer 
season. 
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EVENTS 
ELECTRICITY AT THE BUILDING CENTRE 

The new electrical section at the B.C., organized by 
B.E.D.A. and designed by Hulme Chadwick, is very dif- 


ferent from its predecessor at Conduit Street. It is no 
longer a glorified electricity showroom but has been speci- 


fically pointed at all who are professionally concerned , 


with building. It is very well done. Normally the archi- 
tect or builder has little or nothing to do with the choice 
of cooker or refrigerator, his business is with the current 
supply, with switches, distribution boxes, and cooker 
points. Methods of lighting in domestic or public build- 
ings, including schools, are also the job of the professional 
and these, too, are illustrated. Water-heating installa- 
tions, once the client has decided on the type he wants, 
are the architect’s job, and different combinations, in- 
cluding the use of electricity, are dealt with in the exhibi- 
ton. Underfloor wiring methods are extremely well 
shown, as are the effect on colour of different types of 
lamp. The architect and builder, and the student of both 
architecture and building will welcome the new section. 


_ The public, too, will find it interesting and instructive. 


In spite of what I have said in praise’ of the section 
I have one or two criticisms. The first is that good 
though the display is, there seems to be too much free 
space. I would have liked to have seen a greater number 
of the fittings and appliances with which the architect is 
concerned. More switches, more plugs and sockets, more 
distribution boxes, and so on. These should be shown 
side by side for comparative purposes. There is room 
for these additions, and I hope very much that B.E.D.A. 
will put them in. Again, I think it would be an excellent 
idea to have a technician in attendance to explain the 
finer point of wiring technique. 

There are in the exhibition a number of mechanical 
electrical display gadgets. When working they serve 
their purpose, but the trouble, in my experience, is that 
such things are always going wrong. This may pass 
muster in an ordinary exhibition. One can simply say 
that the electrician has been sent for. But in an electrical 
exhibition this excuse will hardly do. I think that the 
organizers have gone a little too far in their desire to 
avoid the atmosphere of the electricity showroom; they 
could have shown more typical appliances. For example, 
the various dioramas and models of rooms would have 
been improved by having actual examples of some of the 
equipment shown in association with them. There is 
room for this addition, too. I realize that from the story- 
telling point of view there is probably enough informa- 
tion in the exhibition already, but the section is intended 
not only as a series of lessons but as an information centre 
as well for people seeking answers to particular problems. 

B.E.D.A. and Mr. Chadwick are to be congratulated 
on producing a most interesting and instructive show, and 
I hope that they will not be offended by my suggestions. 
YOUNG ARCHITECTS ABROAD 

It is generally agreed, except by those who think that 
all foreigners are savages, that architectural travel 
broadens the mind and improves the general standard. 
Now that travel is so expensive and currency so restricted, 
it is all very difficult. Not everyone has friends in all the 
most desirable countries who are prepared to entertain 


AND 
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COMMENTS 


him au pair. The only simple way of travelling architec- 
turally seems to be for young architects to obtain jobs in 
the countries which they want to visit. No one will deny 
that for short periods this means a philanthropic gesture 
on the part of their employers, for metric-minded gentle- 
men take some time in accustoming themselves to feet and 
inches, and the ways of world’s building industries are, 
unhappily, or happily, not yet standardized. Neverthe- 
less, the exchange of junior architects among different 
nations has long been recognized as a good thing. It is 
sad, therefore, to find that it is now virtually impossible. 
Speaking for this country, it is necessary for an architect 
to have a Ministry of Labour permit before he can be 
paid wages. The Ministry works closely with the R.I.B.A. 
and the A.A. on this, and while there are architects of 
British nationality without work no permits are granted. 
This is fair enough on the face of it, but quite a number 
of British architects would like jobs in other countries. 
They cannot get them because the same conditions apply 
in most Western European countries and the United 
States, except, of course, where foreigners are specifically 
invited to fill teaching posts. 

Surely it should be possible for the R.I.B.A. to work 
with the architectural bodies of other countries to obtain 
the sanctions of the various governments to the employ- 
ment of a limited number of young architects from 
abroad. The numbers in each country without jobs 
would not be affected; no harm would be done, and archi- 
tectural international relations would be much improved. 
What about it? 


THE WELLINGTON MUSEUM 


You should, without fail, visit London’s newest museum 
at Apsley House, in Piccadilly. It is now open daily and 
admission is ls. As you probably remember, the present 
Duke of Wellington gave the house and the collection to 
the State in 1947. The M.o.W. has made a fine job of 
the restoration of the house and I advise you to see it 
quickly while the decorations are still fresh. You have 
very probably seen many of the exhibits shown previously 
at the V. and A., but there is much that you will not have 
seen, including the original table and chairs used at the 
Waterloo dinners for many years after the battle. The 
Waterloo gallery is a wonderful room with a view straight 
down Rotten Row. The windows have elaborate sliding 
shutters faced with mirrors so that when closed the room 
has the appearance of having no windows and certainly 
has practically no ventilation. A reproduction of the 
famous painting of the Waterloo dinner held in 1836 rather 
surprisingly shows that the guests took not only their 
swords but also their hats with them. Swords and hats 
lie all over the place. The windows in the house are fitted 
with the most elaborate and beautifully made brass bolt 
devices for ordering the opening of the casements. 

In the days of the first Duke it really was worth being 
the head general of a victorious army. Many of the paint- 
ings, and among them the finest, were captured at the 
battle of Vittoria, having been looted by the French from 
the Spanish Royal Collections. Wellington was on the 
point of sending them back again when he heard from the 
Spanish ambassador in London that King Ferdinand 
“touched by your delicacy, does not wish to deprive you 


CORRESPONDENCE 


Coventry Cathedral 
To the Editor of A. & B.N 

Sir,—Whatr arrant nonsense is being 
written about the new design for 
Coventry Cathedral! I feel that the 
letter in your issue of July 3 is about 
the worst. No one could accuse me of 
being a modernist, although I like to 
think that I am able to move with the 
tumes and to use modern materials in a 
logical way 

I received a great deal of my training 
in Sir Edwin Lutyens’ office and I 
knew him intimately until his death 
I have had the pleasure of knowing 
Giles Scott for at least fifteen years 
Do your correspondents forget that Sir 
Giles’ design for Liverpool was made 
fifty years ago? I am perfectly certain 
that I can speak for him in saying that 
he would not attempt to do such a 
thing again, as witness his abortive 
design for this particular cathedral. N E W 

I find Mr. Spence’s design most + “¢ 
stimulating and I know that the T BE 
Assessors found nothing to compare 4 
with it amongst the designs of the 
other competitors. The Assessors in 
the competition are all older than I and 
I cannot think that anyone would call 


W EE K 
The Queen at Hemel 
Hempstead Ian 


Drawing of St. Barnabas Church. Architects : Welch and Lander, F F.R.I.B.A. 


O F The Rome Scholarship 
The Faculty of Architecture of the 
British School at Rome announce the 
award of the Rome Scholarship in 
Architecture for 1952 to Mr. Duncan 
Black, D.A. (Edin.), A.R.I.B.A., 


Mr. Maufe, Sir Percy Thomas or Mr 
Howard Robertson extremists. What 
hope is there for the future if we are to 
go on producing mock Gothic or mock 
anything else, for that matter? 
There may be—and in fact I know 
there are—mistakes in scale which Mr. 
Spence would be the first to admit. I 
refer particularly to the change in scale 
of the sculpture of the rood between 


On Sunday Her Majesty the Queen 
laid the foundation stone of St. Barna- 
bas Church at Adeyfield, the first 
neighbourhood to be developed at 
Hemel Hempstead New Town. After- 
wards the Queen made a tour of the 
New Town by car St. Barnabas 
Church its the first of seven new church 
buildings for which the Diocese of St. 
Albans is endeavouring to make pro- 


The School of Architecture, Edinburgh 
College of Art. 

Mr. Black, who is 30 years of age, 
served for four years in the R.A.F.V.R. 
and completed his architectural course 
in 1950. 

The Rome Scholarship in Architec- 
ture is provided for by an annual grant 
made to the British School at Rome by 
the Council of the Royal Institute of 


the columns and the relief sculpture on 
the wall to the right and below it, but 
after all, this was a competition design 
and few architects find that they do not 
wish to make improvements and varia- 
tions when they have had more time to 
think. 


versary of its 
of Leicester 


I am, etc., WwW. A 
C. H. JAMEs. 


Eden as 


of that which has come into your possession by means as 
just as they are honourable.” In these days the most a 
general gets is unofficial permission to wear two cap badges 

Among the many distinguished persons who attended 
the private view I saw the present Duke escorting the 
French Ambassador. 


ONE LESS GARDEN TO SIT IN 

During both wars part of Grosvenor Gardens was filled 
with huts and debris of various kinds. After the first war 
one side of it was chosen most suitably for an equestrian 
statue of Marshal Foch, since Victoria was the principal 
entraining point for our troops. For some years between 
the wars I used in the summer to eat my lunch in a shady, 
but not very splendid green behind the statue. When the 
second war was over, the Duke of Westminster presented 
the lease of the garden to the Westminster City Council 
so that it should be preserved as an open space. The West- 
minster Council, with the best of intentions, decided that 
the garden should be remodelled as an example of French 
gardening. They appointed M. Moreux, the architect-in- 


vision in celebration of the 75th Anni- 
formation. 


Mr. Frank Chippendale, Headmaster 
School 
has been appointed to succeed Mr. 
] Headmaster of the 
Leeds School of Architecture 


British Architects, and is normally 
tenable for two years, but may be 
. prolonged in exceptional cases for a 


third vear. 
of Architecture, The Faculty had pleasure in noting 
that although the number of final con- 
testants was small—four—the standard 


Continued on page /25 


chief of the National Museums and Palaces of France to 
design it. The French Ambassador dedicated the garden on 
Friday in the presence of many notabilities, with the band of 
the Scots Guards in attendance to play, besides the national 
anthems of the two countries, many stirring French 
marches. I find it embarrassing to write of a garden which 
has been designed by so distinguished a Frenchman but 
I also find the gravel paths which describe arabesques and 
gradual!y diminish into points as inexplicable as bush- 
hammered classical temples covered with sea shells. It 
is true that I had the pleasure of seeing top-hatted men 
and smart women walking along one of the narrowing 
paths until they could go no farther and then rather 
sheepishly turning and bidding those behind turn also. 
I imagine that such visitations will be rare as the whole 
place is fenced round with wire mesh and locked up. I 
wonder what M. Le Notre would have said about it. I 
seem to remember that someone once said that to be com- 
pletely beautiful a thing must be absolutely useless. Well, 
this garden is now completely useless. The Marshal can 


know nothing of it for he wisely has his back to it. 
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Consulting Engineers 

Laie factory has been designed to house a large general 
rubber and plastics manufacturing business in which 

rubber and rubber latex with various plastics, powders, 

oils and dye-stuffs are the chief raw materials used. 

One factor leading to the selection of the site of the 
new factory was the abundant water supply, a com- 
modity rubber manufacturers use in great quantities. 
The site is on the southern edge of Brynmawr, a town of 
about 6,000 population on the borders of Breconshire 
and Monmouthsnire. It lies at the head of one of the 
seven South Wales valleys, with easy communication 
east and west as well as to the south. 

Over the whole area there is considerable slope from 
north to south and to a lesser extent from east to west. 
The main factory building, which occupies the lower 
part of the site, west of the road, stands rather below 
the highway level. The boiler house, an entirely 
separate building, is on the opposite side of the road 
and at a higher level. This siting places the factory 
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alongside the water of the old reservoir and the boiler 
ch it depends for coal. 
Immediately below part of the site, 


house next to the railway on whi 
galleries still 
remain from the nineteenth-century mine workings and 
one of the first things needing consideration was a 
precaution against future subsidence. 

Layout 


The whole main building covers a rectangular area of 


about 325ft by 450ft. Of this about 77,000 sq ft is taken 
up by the main production area which to the nortn Is 
flanked by the drug room, to the 
and on the south by a block containing among other 
things the entrance hall, administration offices, welfare 
department, cloakrooms and lavatories. 

By the arrangement of these separate departments at 


different floor levels the difficult slope of the site has 


been overcome and turned so far as possible to the 
advantage of the yee ion flow. 
The entrance hall, cloakrooms and lavatories for the 
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workers, which are contained in the south block with 
its outlook across the reservoir, are all planned on a 
level with the main production floor. A mezzanine 
immediately below, with extensions along the west and 
north sides of the storage area, holds most of the 
heating and ventilating plant. Below this and on the 
lowest level are offices, engineer’s stores and accom- 
modation for the fitters. 

In all the working areas heating is by warmed air and 
ventilation is mechanical; in the south block the 
heating is by hot-water radiant floor panels and the 
ventilation is natural. 


Structure—Main Building 

The whole structure rests on piled foundations. The 
piles, I5in and 19in diameter, with a working load of 
40 tons and 60 tons respectively are cast in situ. 
Generally lengths of up to 25ft were necessary, but in 
some places less was sufficient. Mushroom-headed 
columns supporting the flat slab floor of the production 
area each stand on a single pile, but all the more heavily 
loaded supports, including those to the domed roofs, 
are carried on groups of piles. 

The flat slab, a 74in thick floor increasing to Ilin at 
the drop panels, is designed for a general superimposed 
loading of 240 Ib per sq ft and axle loads of 5 tons on 
mobile cranes. The columns are spaced regularly 
19ft Igin from centres in both directions. 

Domed Roofing 

Each of the nine domes roofing the main production 
area covers a rectangular area of about 82ft by 63ft and 
rises roughly 8ft from springing to crown. These thin 
two-way curving slabs, which for the most part are only 
3in thick, are generated by a vertical circle 82ft Yin in 
diameter moving on a circle 108ft in diameter. All 
nine domes are identical. They are designed to carry a 
superimposed loading of I5ib per sq ft and except for 
some tension across the corners thé stresses are entirely 
compressive. Each dome is supported along all its four 
edges by areinforced concrete bowstring type truss with 
the top boom following the thin shell dome curvature 
and the bottom boom the horizontal. Both booms are 
nominally Yin thick and are connected to each other at 
regular intervals by 4in by 2in reinforced concrete 
hanger members, precast and built in. The open 
spandrel formed by these girders is glazed and provides 
the main source of natural light to the interior. This 
clerestory lighting, supplemented by 6ft circular glass 
domes in the shell roofing, gives a minimum daylight 
factor at working level of 5 per cent. 

The formwork for these large curved concrete 
surfaces was made up of aluminium alloy and steel 
scaffold tubes and steel decking plates. All nine domes 
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Three views illustrating the domes over the main production area. 
The formwork of steel! decking plates, aluminium alloy and steel 
scaffold tubes was struck ten days after placing the concrete for 
the domes which was made with rapid hardening Portland cement. 


a 
| 
| 
| 
° 
. 


ARCHITECT 


THI 


HONOWHL NOILIAIS HLYON OL HINOS 


1 


yal 


= 


GNV woods 9nua 
a 
bead 
1 
‘ 
> 


Building News, July 24, 1952 = 

| 

| 


913 TTIW NOILIIS HLNOS OL HIYON 


3 NOtLI3S §AaWOG ANy ONYA 


~ 
> 
eal 
ad if . 
2d 
4 J 
+2 
» 
r 
| 
| | 
‘ 
} 
} 
4 4 
Hy 
= 
.6 
1 1 
. 
= + — ‘ 
> 


4 
| Building News, July 24, 19 
f 
— 
z= 
t 4 
| 
\ 
Pai 
/ 
\ 
‘\ 
‘ > 
/ 
\ 
/ 
Pai 
f 
\ 
3 
ina, 
| | 
| i 
+4 


113 


News, 


and Building 


ARCHITECT 


THE 


YUMVUWNAYG 


NO!Ii93 5 WOOW 


AWOLIVA HONOWHL NOILIIS 


~ 


ly 24. 1952 
July 24, 1952 
¥ 
> 

i 
j 4 

> 


THE ARCHITECT and Building News, July 


MAIN PRODUCTIO 
Key: 


1. Main production area 

la. Production offices 

Ib. Inspection area 

2. Drug room 

2a. Receiving and dispatch offices 
3. Carbon black—upper part 


Goods lift 
Kitchen 
Canteen 


yntinued from page 110 
were constructed with only three sets of scaffolding 
and two sets of plates. 
Drug and Mill Room Roofs 

The roofs to the drug and mill room sections of the 
main building are of long-spanning thin shell concrete 
barrel vaulting, three-centred in both cases. Inthe first 
a series of twenty-six vaults, each with a chord width of 
12ft 9in, makes up the total length and spans the 44ft 7+in 
width transversely. In the mill room ten vaults each 
of 30ft chord width make up the length and in this case 
span the 63ft 9in width. Arch ribs projecting down- 
wards from the curved under surfaces and springing 


from the supporting columns give the necessary gable 


stiffness. In the drug room section the thin curved 


shell cantilevers 2ft 6in beyond these ribs at each end 


Banbury corner 
Foreman's office 


Mill room—upper part 


and in the mill room section 4ft 6in beyond, but at « 
one end. 

The mill room roof of ten vaults was constructed with 
two expansion joints, one between the third and fourth 
vaults and the other between the seventh and eighth. 
These joints extend into and divide the columns below 
into twin supports and so separate the structure into 
three independent sections. 

South Block 

Unlike other parts of the building, the 

three-storied 


south DIock 


mostly a beam and column framed 
structure with solid slab floors and, except for the thin 
On the top 


alternate 


shell vault to the entrance hall, flat roofed 
the 


above the 


storey cloakroom and lavatory sections 


cloakroom section projecting upwards 
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Basement store 


Banbury corner upper 
Mill room—upper part 
Mill room—vent room 
Ventilation room 
Print and spread sh 
part 


Dffices 


Lavatory and cloakroor 
Workshop—upper part 


Garage—upper part 


Pp 
sub station—upper part 
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n Diack store—upper part 
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| la. Production area—vent roon 
2. Servicing below drug room 
2a. Drug room—vent roor 
3. Carbo 
1 5 
| 7 uppe 
| 
12 
| 
| ° | | 
| 
} 
; > 
| 
- 
| 
{ 
| 
1 Key 
| 40 


THE ARCHITEC! 


- Two views of the east end of the south block. The entrance hall occupies the top storey. The walls are in situ reinforced 
concrete faced with a permanent formwork of precast slabbing. The shell roof of unusual form is detailed on the Opposite page. 
The approach to the entrance hall is by way of the ramp seen on the right of the lower picture. 


BRYNMAWR RUBBER FACTORY 


lavatory roofs and outwards in front of the main 
building face. These projecting sections have been 


treated as open-ended reinforced concrete box elements 
with solid side walls and floor and roof slabs, cast 
integral with the framing members and cantilevered 
forward some 6ft. Four expansion joints, three of 
them coinciding with the west walls of the cloakroom 
sections, and the other between this portion of the 
building and the entrance hall wing, separate the 
supporting members where they occur into twin 
columns and twin beams and divide the total length 
into four parts. The entrance hall, which is at the 
same floor level as the cloakrooms, like them cantilevers 
out beyond the general face of the building. Its thin 
shell roof, of unusual design, is a single vault spanning 


57ft between the supporting solid wall end frames and 
cantilevering between 5ft and 6ft beyond them at each 
end. Instead of the more usual edge beam, a flat 
extension of the slab tilted slightly upwards from the 
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ENTRANCE HALL 


springing resolves the conditions obtaining at the 
vault edge 


Finishes 


Domed and vaulted roofs alike are finished on the 
outside and made waterproof with a two-layer covering 
of bituminous felt. The felt is stuck with adhesive 
mastic to the concrete itself and sprinkled over on top 
with white marble chippings to reflect light and reduce 
heat absorption from the sun. The same covering is 
used on the flat roofs, but here a 2in thickness of 
insulating foamed concrete is laid over the structural 
concrete before the waterproofing is applied. Thermal 
insulation of the domes and vaulting mainly derives 
from the finish to the inside ; a in thickness of sprayed 
asbestos. Calculated U values for these two roof 
treatments are respectively 0.20 and 0.35. 

Most of the external walling is simply panels of 
infilling stone or brick fitted between the structural 
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members, but in several places, principally on the south 
block and in small areas elsewhere, some is of reinforced 
concrete. In the south block -6in thick reinforced 
concrete walling to the projecting cloakrooms and 
entrance hall as well as that to the side of the canteen, 
is faced outside with precast exposed aggregate slabs 
and inside with wood wool. The slabs, which are I sin 
thick, and the wood wool which is 2in thick, act as 
outer and inner formwork respectively. Wood wool 
again used as formwork, makes the outside finish to the 
wall in the remainder of this south block top storey. 
In this case it has been decorated with a matt finish 
paint and then enclosed behind patent type roof 
glazing extended downwards from the fenestration 
above. 


Inside, the finishes generally are nowhere elaborate 
and apart from plaster to some walls in the south block 
the main face of the brickwork is simply painted, as are 
the concrete structural members. The asbestos lining 
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to the domes and vaults is treated with its own decora- 
tive finish. The working areas have granolithic finish to 
the floors and the entrance hall, offices, cloakrooms and 
lavatories, and the corridor which serves them, are 
paved with plastic compound tiles. 
Boiler House 

The boiler house is a two-storey building connected to 
the main factory by a subway from below, and at the 
upper level to the nearby railway goods yard. An 
extension to an existing siding, thrust forward to link 
the steeply embanked railway with the building, is 
carried over the intervening gap on reinforced concrete 


THE ARCHITECT and Building News, July 24, 1952 


bridging. Along this elevated track trucks pass inside 
the building there to be discharged straight into coal 
storage hoppers on the upper floor which feed direct 
into boilers at ground level. A semi-elliptical vault 4in 
thick and with a minor axis of 29ft as base and half the 
major axis of 25ft as height, encloses the upper storey. 
Two end and four intermediate ribs, each 6in wide and 
projecting |Oin outwards from the curving surface, give 
added stiffness. The intrados remains unbroken. 
Vault, floor and hopper sides are homogeneous and all 
structurally functional so that beams as such become 
superfluous. This upper structure is elevated on two 
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Two views and a 


section through the boiler house. The view below shows a coe! truck on the 


elevated track which allows coal to be discharged direct into the boiler storage hoppers The spiral 


staircase shown on 


the opposite page can just be seen to the right in the picture above. 
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The escape staircase in reinforced concrete which gives alternative means of escape from the main production floor. 


4 fr page 


rows a inset columns, recessed about 6ft in from the scheme was divided from the beginning into three dis- 

outside longitudinal faces. Walling of brick with a tinct contracts. The first stage, the foundation work, 

: continuous strip of glazing along the top enclose the was carried out by the Cementation Company Limited. 
ground level boiler room. From there; up to the flat slab mushroom column tops 

The factory has been built for the Wales and below the main factory production area, the contractors 

Monmouthshire Industrial Estates Limited and leased were Holland & Hannen and Cubitts Limited, who were 

: by them to Brynmawr Rubber Limited, a subsidiary of also responsible for the boiler house and the subway con- 


Enfield Cables Ltd. necting it with the main buildings. For all remaining work 
In order to make an early start on the construction, the the contractors were Gee, W2 Iker and Slater Limited. 


East elevation of main production area showing the escape staircase. At the 
extreme end of the drug room are the receiving and dispatch loading bays. 
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Moving in 


“HERE is no doubt that furniture 
has tended to become smaller as 

the sizes of rooms have been reduced 
over the last thirty years but there still 


remains a number of items which have 
an irreducible minimum and which 
must, therefore, control the design of 
access to the individual rooms in 


i lain 
fairly bulky objects which must control 
I 


Passage widths, clear door opening 


widths and staircase headroom. Often 
the difficulties of taking furniture into 
rooms arise more from the relationship 


of doors d passage widths rather 


for an ob 


so often a 


I recently v 
niture removers to install the ten 
belongings into three adjoining new 
houses hese houses provided the 
floor areas and spaces called for in the 
“Housing Manual” but owing to the 
narrow passages and related positions 
of door opening certain pieces of the 
furniture in each house could not be 
taken to their future sites by merely 
carrying them into the _ buildings; 
I other actions had to be 
taken which were certainly not in the 


conseg 


good interests of the fabric of the 
houses, such as cutting out mullions 
to wood windows and removal of metal 


casement [rames 


I feel ‘that 
paid to 
much int 
room inside 
movement 


house is 


re attention should be 
furniture, not so 


carried 


seives anc 


knowledgeable about the tricks of 


furniture handling than professional 


removal men 


One fact 
great! 
intern a 
rooms 
whicl 
2ft i e and the st 
iS relat ll and the icrease 1n 
it. Passages and 
ha de nsidereda i 
W dt and i guenc 
it a t id 


wonders b\ 


high arm portions of chairs and settees 


the 


| I 
n pic I 1 side of door 
opening LD anned right in 
the corner of rooms may be specially 
troub ) Dou bed-size divan 
bases are at least 6ft 3in « 4ft 6in = 12in 
nd ar yersome articles 
t es with minimum 
width limited eadroom and awk- 
ward tul with winders 
1 rings are little better 
it KI SS 1S involved 
I ‘ ito Which I 
tt ts to take furniture, the 
nt j pened into a lobby 3ft 
d I wall only 


inside tace of 


t ont ck ng room door- 
way on a side wall of this tiny entrance 
lobby The removal men found it im- 
possible to take through these two 
doorways tl I , the settee, and 
an upright piar had considerable 
difficulty with the ¢ table, ward- 


robes and a 4ft 6in wide divan base. 
rhis, however, proved to be a minor 


difficulty red with that of nego- 
tiating tk tai more especially 

the small space at the top landing. 
In one tw n house I saw the 
staircase wa 2f 10in_ wide 
een walls and it delivered at the 


top on to a landing only 3ft wide from 
which the two bedroom doors opened; 
in consequence only the smallest 
pieces of furniture could be taken up 
the staircase and turned into the 
ooms; it was therefore necessary to 
larger pieces through the 

f bedrooms, mainly 

means of ropes and 
rhis operation did con- 
I to the furniture but 
it seemed that this was a regular 
yecurrence as the removal men arrived 


with the nec iry equipment and 
eemed to treat the operation as some- 
thing il. As the windows 
were 1 ght normal metal case- 
ments it was ne iry to remove the 
vhole frame and when it was replaced 
ind pl ister 
I t be good 
be tsidc same 
I t d the 
te Su i fore- 
ght ni 
Ar 
d sid 
new 
\g 
r \ 
t 8 
8 
It 
better planned that thev start some 
distance away from the front wall and 
designed that the return end of the 


Farniture 


balustrade can be removed See 
“Planning” by “E. & O. E.” Section 
2, The House, Fig. 6 

Many of the houses I have seen 
lately seem to have been far too mean 
in staircase spaces and often have too 
many winders. I realize winders make 
for economy but they should be 
avoided if possible, and, if essential, 
they should be reduced to a minimum 
Six winders in a half-space landing is 
far too dangerous and five is the most 
that should be used. Adequate width 
is important, 2ft 9in between faces of 
strings 1s an absolute minimum but if 
Staircases are planned between walls, 
I think this dimension should be in- 
creased to at least 3ft between plaster 
faces 

Space in which to handle furniture 
at the top and bottom of flights is 
essential; if there is only about 3ft in 
one direction there should be at least 
4ft 6in and better more in the other 
direction 


Another feature of many post-war 
houses is the complete absence of 
storage space for tenants’ property not 
normally required for daily use, such 
as baggage, and 1s not, therefore, kept 
in wardrobes or other pieces of 
furniture 


One of the contributing factors for 
this lack of storage is that houses are 
mostly reduced in bedroom accommo- 
dation to suit more precisely the 
number of occupants in the household. 
In the pre-war period the smallest 
bedroom was frequently surplus to 
family sleeping needs and consequently 
became a box-room or general storage 
space; in few instances only does this 
condition seem to apply to-day but no 
proper alternative storage space 1S 
provided. Also in many older houses 
the roof spaces could be used for 
storage and access to them was in 
stalled and even part cf the floor space 
boarded, whereas to-day the ceiling 
joists are often so reduced in size that 
it might be unwise to load them with 
stored goods even if access were avail- 
ible. Certainly, rather more cupboard" 
space 1s being provided generally but 
this merely replaces wardrobes and 
similar pieces of furniture. Inciden- 
tally the dimensions of these cupboards 
often make them of limited value and 
very seldom will they accommodate 


is sultc 
trunks. This matter of storage of the 
innumerable articles which most house 
holders possess and wish to keep 
should be given greater consideration 
in planning now that every effort is 
being made to reduce areas of houses 
to absolute minima. Reasonable pro- 
vision can be made, as I have seen in 
one or two housing schemes, without 
undue extra cost. Adequate storage 
ind the ability to take furniture into 
houses is not a matter of increased 
areas but one of thoughtful planning 


DUTCH UNCLE 
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| 
hou i i} a settee, the 
dout d i even 
th he minimum widths needed 
MemEMject to pass through, as it is 
| 
| 
ut from room to 
1 house, as this ease of 
furniture within the 
| Lo portant since it has to be 
by the occupiers them- 
mum) they are generally much less 
rally € 
im, burt if they are 
' less than 3ft in the clear they are un- 
comfortably rrow and cause difficul 
j ties in furniture moving and in taking 
' perambulators into room 
| It should be rne in mind when 
' ] } 
} planning passag nd the doorways 
opening from them that settees are at 
least 2ft 8in back to front, 2ft 4in : 
upwards in height and at least 4ft 9in 
long, and often the dimensions are 
greater Admittedly one can do 
| juggling legs and the less 
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BLOCK OF OFFICES AND FLATS 
FRIBOURG 


A Baloise Vie consists of two separate blocks on a triangular site 
opposite Fribourg Station. On the street frontage is a five-storey 
rectangular block with shops at street level and offices and flats 
above. An open balcony runs the full length of the building. 
Behind it is a seven-storey block of offices and flats. Both buildings 
have basements and sub-basements. The architects were P. and 
P. Vischer. 
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PLOCK OF OFFICES 
AND FLATS FRIBOURG 
ARCHITECTS 
P VISCHER 


Street elevation showing continuous 


balcony along the top storey. 
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L.M.B.A. President: on 
High Costs 


e indi 
ivelihood trom 


E. Woodbine 
ident of 


rs’ Asso 


idy signs that the 
industry hortly ‘perience the 
grim effects of the law of diminishing 
returns, ilthough there exist 


potential dem 1at Would normally 
ensure full en 


of tt 


able 


IN PARLIAMENT 


Housing Progress 


Mr. Marples, Parliamentary Secre- 
tarv to the of Housing and 
Lox il Ge rel 
very discurs ite yn 

spects of the 


July 15, in which n 


subject re COVE 1 I 

] il app tor 

Ocal appilicall | 1d 
on ger icy he re I t 


t 1 the building industry 
was beginning to rise because there was 


a better supply of materials In 
materials tl had concen- 
trated first on production, 
and there had bee 
the output of buil x materials in the 
past four or fi s than in any 
previous simi period since the war 
Secondly, they had concentrated on re- 
ducing the consumption of materials in 
the non-housing sector of the building 
industry. There had been a lot of 


increase 1n 


24 
n seriously restrict that demand in 
tl ul 
not lely in connection with 
housing that t reduction and in- 
creased a I prod uvi ire re- 
quired. ‘I of the whole 
ral tered he build- 
it nor iintenance 
ind alterati t new construc- 
( mt { ly abated if 
ul dust aer DOOK ire to be 
Kept nabdle period of 
lity 
Unlike mar ther industries the 
building not directly 
affected by the ever-growing competi- 
tion encountered in the world’s export 
markets, but very large part of the 
cost of tl dust ces to the 
con it I t time 1s re- 
flected t e nation’s vital 
expor 
It I rt t there are so 
many I ipathetic folk 
who are confident that increased pro- 
duct eduction can easily 
be dex secuion of 


neir own 1S 
or less 


nd mercenary. This bank- 


attitude mits un- 

d self-ex highly 

c of the work and efforts of 

( s, inevitably engenders an un- 

party chatter, into which he did not 

propose to enter, but t fact was that 

completions wer per cent more in 

t f ear compared 
Wi ist t was § oing on 

nd starts were more than 20 per cent 
over the corresponding period last year 

The number of uses available for 

lett vas a more than in the same 

Rent and Repairs 

M.P yuestion about the 

tion Acts preventing land- 

ng out senual re- 


er Secretary, 


reply that this 
d forr irt of the Govern- 
I he Act he could 
when | ion would be in- 
troduce ] 5 I m int 
irose during t House of Lords debate 
on the H ng Bill on second reading 
14 n wi oncern was ex- 
pressed tron about the 


ubsidies 
rred also t the 


se owners no 

lade profit them with 
which to do repair Earl Wintertor 
interjected that ises had actually 
been abandoned or given to local 
authoritie ind Lord Silk endorsed 
this from wn experience, saying 


offered a row of 
houses which he had had to decline for 
that very reason 


Timber Homes 

Mr. Spence asked the Secretary of 
State for Scot i when it was pro- 
a pool of prefabri- 
urchase by 


posed to est 


cated timber houses for p 


happy atmosphere of frustration and 
ill-will, which immeasurably aggra- 
vates the problem 

The simple fact that the building 
industry is indivisible, and can only 
provide an efficient and economic ser- 
vice to the public when the many 
secuons which comprise the whole are 
fully and amicably integrated, is too 
often overlooked Unul everyone 
engaged in building accepts the basic 
principle that to satisfy the needs and 
interests of the building owner is of far 
greater and primary importance than 
to pursue any sectional claim or 
demand, there can be little chance of 
any lasting prosperity for the industry 

As master-builders we can only 
claim to be playing our part fully if we 
direct our attention all the time to im- 
proving our technical skill and admini- 
strative and managerial methods by 
regular and critical examination and 
review. It is our traditional role as 
employers to give responsible and en- 
lightened leadership at all levels of the 
industry. We must therefore ensure 
that our services are thoroughly effi- 
cient and economic, so that there is a 
steady demand for our services to 
enable us to provide continuous em- 
ployment for the many competent 
workers of all grades who are depen- 
dent upon us for their living 


private individuals. Cmdr. Galbraith 
said the Secretary of State would keep 
this suggestion in mind; but in present 
circumstances he could hold out no 
hope that additional tmber could be 
imported for the purpose. (July 15). 
Steel Delays 

Mr. Richard Adams asked the 
Minister of Housing and Local Govern- 
ment if he would specify the local 
authority housing schemes in the Lon- 
don area which were held up through 
lack of steel. Mr. Marples said that 
the Minister’s officers were doing all 
they could to keep work going on 
schemes already started, and he was not 
iware of any now held up for the rea- 
son stated. If Mr. Adams had any 
particular case in mind and would let 
him have details he would look into it 


Julv 15 


Air-raid Shelters 

Brigadier T. Clarke asked the Home 
Secretary if he would encourage local 
authorities to incorporate air-raid 
shelters in new buildings, and give 
them financial assistance. The Under 
Secretary, Sir Hugh Lucas-Tooth, in 
his reply, recalled that last September 
local authorities were asked to submit 
proposals for the incorporauon of air- 
raid shelters in new constructional 
work, on the understanding that 
chequer grant would be paid. The 
Home Secretary, he said, would like to 
see a start made in providing shelter in 
this way in selected areas as soon as the 
necessary materials could be made 
available, but it had so far not been 
possible to approve any such schemes 
owing to the shortage of steel for build- 
July 17. 


ing purposes. 
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work submitted was of much higher 
i quality than that of recent years 
An exhibition of the competition 
designs will be held at the Roval Insti- 
tute of British Architects, 66, Portland 
Place, London, W.1, from July 18 to 
30, 1952 inclusive between the 
hours of 10 a.m. and 7 p.m. (Saturdays 
10 a.m. and 5 p.m 
“THE need for a rapid solution of the 
current dilemma of high building 
costs 18 a chalienge to ey 
vidual who earns a | 
building, said Mr. D P| 
Parish, F.1I.0.B Pre 
Va London Master Buildciiciation 
We in his presidenual address at the half- 
yearly meeting of the Association last 
we ’ 
the nd I 
more efficient and ass 
rap 
building industry for a consider- 
MMM: period, the present cost of work Bs 
} 
| 
— 
to say 
lat the 
first requi create confidence 
i in the building industry and the build- 
i ing materials industry, and the only way 
i to do that was by having an expanding 
programm The first thing the 
Minister did was to sav to local 
iuthoritic You can build as many 
houses as vou have the materials and 
men to build.” It had been said by many 
M.P.s that a great deal of building had rd ; 
been cut, and that houses were being 
built because factories, schools and j 
hospitals were not But the numbers 
employed on housing did not bear that pm 
out. The labour force in September [Lord Silkin 1 Pe 
last year was 207,600 on new housing; _ probl f } I 
: last December it was 197,300; and the 3 
i provisional figure for March 31 this 
} vear was 205,90i 
| 
j 
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“OFFICIAL PUBLICATIONS 


@ British Standard Codes of Practice. 
Standards Institution, 24, Victoria St., 
Abbey 3333. 


British Standard Code of Practice C.P.327.401 
Bell and Call Systems. Price 3 -. 


The Council for Codes of Practice for Buildings has now 
issued in final form Code 327.401, “ Bell and Call Systems.” 
It was drawn up by a Committee convened on behalf of the 
Council by the Institution of Electrical Engineers, and the 
present Code is a revision of the draft previously issued for 
comment. The Code forms part of the series dealing with 
telecommunication services in the group of codes on elec- 
trical installations in and about buildings. It deals with 
the installation in private dwellings, hotels, schools, factories, 
etc., of bell and indicator call-systems, including time bells, 
burglar alarms and watchmen’s supervisory services. Ad- 
vice is given on the necessary consultation at the planning 
stage and on the choice of materials, appliances and com- 
ponents. Recommendations follow regarding the design of 
various types of systems, methods of wiring and power 
supply and on the provision of the necessary structural 
accommodation for the equipment and wiring. Sections on 
inspection and testing, and on maintenance, are included. 
An Appendix gives details of special types of cable. 


Issued by British 
S.W.1. Telephone 


(1952). 


British Standard Code of Practice C.P.327.403 ( 1952) 
Impulse Clock and Timing Systems. Price 3 -. 


The Council for the Codes of Practice for Building has 
now issued in final form Code 327.403 “ Impulse Clock and 
Timing Systems.” It was drawn up by a Committee con- 
vened on behalf of the Council by the Institution of Elec- 
trical Engineers, and the present Code is a revision of the 
draft previously issued for comment. The Code forms part 
of the series dealing with telecommunication services in the 
group of codes on electrical installations in and about build- 
ings. It deals with the design and installation of impulse- 
controlled clock and timing systems for various types of 
premises and provides for visual or audible time-indication 
means of ume recording, or any desired combination of these 
facilites. Advice is given on the necessary consultation at 
the planning stage and on the choice of materials, appliances 
and components. Recommendations follow regarding the 
design of various types of systems, methods of wiring and 
power supply and on the provision of the necessary structural 
accommodation for the equipment and wiring. Sections on 
inspection and testing, and on maintenance, are included. 


British Standard Code of Practice C.P.303 (1952). 


Surface 
Water and Subsoil Drainage. Price 2 -. 


The Council for the Codes of Practice for Building has 
now issued in final form Code 303, “Surface Water 


and 
Subsoil Drainage.” 


It was drawn up by a Committee con- 
vened on behalf of the Council by the Institution of Munici- 
pal lingineers, and the present Code is a revision of the 
draft previously issued for comment. This Code describes 
methods of collection and disposal of surface water and of 
ground or subsoil water. It is limited to drains not exceed- 
ing 12in in diameter such as would serve housing’ schemes, 
schools, factories and individual buildings; it 1s comple- 
mentary to and should be read in conjunction with, Code 
301, “ Building Drainage,” with which it is intended to be 
incorporated when that Code is revised. Useful reminders 
are given of the information which should be obtained, and 
of the points on which Local and other controlling Authori- 
ties should be consulted, before a system of surface water or 
subsoil drains is designed. Guidance is given on the design 
of surface water drains, giving suggested impermeability 
factors which may be used to modify the run-off figures 
obtained from rainfall statistics. Various methods of disposal 
of surface water are described in detail. The basis of design 
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1952 


on 


Digest 


of subsoil drains is also stated, with descriptions of different 
systems which may be adopted. The sections on work on 
site, deals with certain practical points in the laving of surface 
water and subsoil drains, and the Code concludes with some 
notes on testing and maintenance 


British Standard Code of Practice C.P.327.300 (1952). 

Sound Distribution Systems. Price 6 
The Council for Codes of Practice 
issued in final form Code 327.300, “Sound Distribution 
Systems.” It was drawn up by a Committee convened on 
behalf of the Council by the Institution of 
Engineers, and: the present Code is a 
previously issued for comment 


for Buildings has now 


Electrical 
revision of the draft 
I'he Code forms part of the 
series On telecommunication services in the group of codes 
on electrical installations in and about buildings. It deals 
with the installation of sound distribution systems in build- 
ings Or in open spaces and seeks to establish criteria for satis- 
factory sound reproduction. The input to the system may 
be derived from a microphone, gramophone, radio receiver 
or other device, or from a broadcasting service 


Advice is 
given on the necessary 


consultation at the planning stage and 
on the choice of materials, appliances and components. Re- 
commendations follow regarding the design of various types 
of systems, methods of wiring and power supplies, and the 
provision for the necessary structural accommodation for 
the equipment and wiring. Sections on installation and test- 
ing, and on maintenance, are included. Appendices deal 
with special types of wire and cable and with desirable 
standards of reproduction for a local-reception receiver 


British Standard 1860 (1952). 


Structural Softwood 
26 


Price 


This British Standard which supersedes British Standard 
. 940, Part I, 1944, and Part IT, 1952, and B.S.1175, 1944, has 
been prepared after discussion between the British Standards 
Institution and the Codes of Practice Committee responsible 
for the Code on the structural use of timber. At this dis- 
cussion the matters to be covered by this Standard and those 
to be included in the Code of Practice were o that 
there should be no overlapping in the two documents, The 
Standard is intended to provide standard methods of assess- 
ing the measurable characteristics and moisture content of 
softwood for the purpose of computing the strength of in- 
dividual members. It does not specify the permissible 
for specific structural grades, and for this purpose the Code 
of Practice 112 should be consulted 


igree 


st 


British Standard 65 
Price 3 - 


(1952). 


Salt glazed stoneware pipes 


British Standard 539 (Part 1). Dimensions of Drain Fittings, 
Salt-glazed Ware and Glass (vitreous), enamelled Salt-glazed 
Fireclay 

Part Il. Dimensions of Drain Fittings, Scottish type. Price 5 
British Standard 540 (1952). 


Glass (Vitreous), Enamelled 
Salt-glazed Fireclay Pipes 


Price 3 

These four standards form a series on drainage goods and 
ire revised editions of the original standards covering these 
materials. The scope of the standards cover the require- 
ments for pipes and fittings and lays down the various classi- 
fications, dimensions and descriptions together with tests and 


marking, and includes a series of diagrams in which are 


shown the various units with the appropriate dimensions 


British Standard 1853 (1952). Tubular Fluorescent Lamps 
Price 26 


This standard deals with lamps of the Class MCF/U 


80- 
watt Sft tubular fluorescent lamps, which are available in a 


variety of colours, etc., under various trade names. The 
Standard deals with the selection of lamps for testing, testing 
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It took 
159 years 


| 
Layer after plastic layer is sprayed on to carefully, thoroughly, with a sense of respon- 
the interior of this metal component of a sibility that has been common to the people of 
large processing plant, which, after successive Newton Chambers for generations. At Newton 
bakings, will become impervious to nearly all Chambers every present-day development is in- 
chemicals. The man with the spray gun works spired by 159 years of service to the community. 
& COMPANY LIMITED, THORNCLIFFE, SHEFFIELD 
HEAVY CONSTRUCTIONAL ENGINEERING, EXCAVATORS, INDUSTRIAL AND DOMESTIC HEATING APPLIANCES 


FUEL ECONOMISERS, IZAL AND OTHER: CHEMICAL PRODUCTS 


3 
| : \ 3 
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concrete sufficiently hard for almost any purpose 


Concrete made with ‘417 Cement’ is 6 r Y 
ready -for almost any duty—24 hours / | 
later. The time saved by its use means im- Z U 9 


portant savings in cost and greater pro- 


write for full particulars of *417 Cement. QUICK SETTING — EXTRA RAPID HARDENING 


THE CEMENT MARKETING CO. LTD 
rG. & T. EARLE LT 


THE SOUTH WALES PORTLAND CEM 


1s THE july 24, 1952 
2 4 h OUTS... 
| 
4 
. \ 
4 
| 
os ductivity of plant, shuttering, etc. Please J | | ) 
| 
Portland House, Toth treet, London, S.W.1. 
CO. LTD., Penarth, Glam. 
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methods and a schedule of lamps giving ratings, circuits, life 
performance and methods of measuring wattage and voltage 


British Standard 1863 (1952). Felt backed Linoleum. Price 2 - 


This standard deals with linoleum composed of a wearing 
layer on a bituminized felt base, as an alternative to linoleum 
with a hessian base as specified in British Standard 810. The 
standard gives gauge, quality of materials, finishes and 
methods of testing the felt-backed product, and details a 
simple type of apparatus for carrying out the indentation test 
recommended 


British Standard 1297 (1952). Grading and Sizing of Softwood 
Flooring. Price 2 - 
This standard was first issued in 1946 and at that date dealt 
only with tongued and grooved flooring. The revised stan- 
dard also ludes requirements for plain edged flooring 
and minor iments have been made to t 
edition. The standard does not aim at distingui 
tween the merits of the two types of 
lays down standard, dimensions and px 
portance in 1g timber for flooring of this type 


@ Building Research Station Digest No. 42. The Short Bored 
Pile Foundation. Issued by the Building Rese 
Garston, Watford, He Price 3d 

Research Station Diges 

t foundations on shri 


ferred to two types of recommended fo 


Strip foundation it least Sit deep and short 


Lave 
have been 


CONSISTS of i 


he syst 


very ston 
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@ Fire Research Special Report _ 1. The Heating of 
S| 4 Fire 


Panels by Flue Pipes. Issued by D R es 
Committee. Available from H.M.S.O., York House, Kingsway 
Telephone N Waterloo 4944, Pr 26 

About one out of every five fire in this country 

Ss caused by istible materia ed tox 

tove or fluc Post-war ise flu 


to a much gre 
Fire Research 
formation on t 


Fire Research 


extent than 
tion, D.S.LR., 

zard anc 
Report 


ments which i 
results Phe the investigation of 
temperatures various types of flue pipe 
when the are mnected ising 
coke or coal in places on en cased flue pif sed 
in the experi its temperatures up to 1,7 Fa t 
were record his is abnormal, however, and su g 
would cause uid deterioration of the appliance. In cal- 
for materials it is assumed that 
would not get hotter t d 
Ss temperature would not 
hour € n 


ditions are 


Diagrams show the t a l, for 
exam would re nces ipe i 
these circumstances he diameter and f the 
flue pipe are taken into consideratior The effect of short 
exposures is also dealt with. TI yea contains a s 
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yn the value of metal and asbestos screens between the pipe 
and a combustible surface and the effect of varying the 
distances between the screen and the surface to be pro- 
tected 


@ Careers Booklets. The Glazier. Price | - 

The House Painter and Decorator. Price 9d. 

Issued by the Ministry of Labour and National Service, 8, St. 

James's Square, London, S.W.1. Whitehall 6200. Available 

from H.M.S.O., York House, Kingsway. 
Iwo new booklets, “ The Glazier” and “ The House Painter 
ind Decorator,” have been published in the “Choice of 
Careers” series which are issued by the Central Youth 
Employment Executive and intended primarily for the 
guidance of boys and girls who are deciding what form of 
work to take up on leaving school. These well illustrated 
booklets are two of a group designed to introduce readers 
to the wide choice of occupations opened to them in the 
building industry, and to give information on the qualities 
ind training required by boys who enter various occupa- 
tion They give an idea of the kind of work done in the 
industry and of the day-to-day working life of the men 
employed in it 


@ Design Policy in Industry. Published by Council of Industrial 
Design, Tilbury House, Petty France, London, S.W.!. Whitehall 
6322. Price 36 


s booklet is intended for manufacturers who wish to give 
erious attention to problems of starting or developing a 
sign policy. The Council believes that the importance of 
ibject can hardly be overstressed at the present moment 
iush goods face increasing competition in overseas 

iS. booklet is based on speeches by prominent 
ustrialists at last September’s Design Congress in Lon- 
don rhis was the first international gathering to discuss 
gn Policy as a responsibility of high-level manage- 
n ; the many stimulating ideas expressed by its 
members are summarized here in a continuous narrative, 
together with many quotations from the speeches and illus- 
itions showing the design policy of each speaker’s firm in 
action. It reaches three important conclusions, given on 
sage 34. The book is liberally illustrated with some 62 
vhs of well-designed manufactured articles cover- 
e range from tabrics to aeroplanes and motor cars, 
itself a valuable record of good industrial design, 
ites the growing interest of manufacturers in the 
produc ion: of well-designed articles. The standard of 
sentation of the book is to be commended and is in keep- 
g with the high standard set by the Council of Industrial 
Design 


PROFESSIONAL AND TRADE ASSOCIA.- 
TION PUBLICATIONS 
@ Annual Report 1951. Issued by Waste Paper Recovery 
Association Ltd., 52, Mount Street, London, W.C.1. Free 
The A nu il Report of the Waste Paper Recovery Associa- 
tion for 195] includes a considerable amount of information 
lation to the waste paper recovery campaign and 
that the target for 1951 of 1,000,000 tons of waste 
*r was exceeded with a final total of 1,078,138 tons 
Che Association points out that recovery is now at a level 
ibove mill requirements and as the storage of waste paper 
xeyond certain limits reached is difficult, it is eminently 
rable that collection should not be further expanded but 
regulated to the current requirements of the mills. 


@ Year Book 1952. Issued by the National Smoke Abatemen 
Society, Chandos House, Buckingham Gate, Westminster, 
London, S.W.1. Abbey 1359. Price | 

he Year Book includes details of membership of the 

various committees and councils of the Society and general 

ind report on the Society’s work for the year ending 
cluding various divisional reports and details of the 

Society’s history and membership. The report includes a 

tatement of income and expenditure and a comprehensive 

list of subscriptions and donations for the year in question 
1eral section deals with matters of interest such as 


ge 


the law relating to smoke, and investigation of air pollution 
ind the Simon Report on domestic fuel policy. A useful 
directory of organizations dealing with smoke abatement, 


} 
} bored pile 
foundation Ihis digest refers solely to the latter type of ; 
foundauon and describes the major practical aspects of such 
construction based on the experience recently gained in ; 
collaboration with builders and others on a number of jobs 
| where short bored piles HME used. The system is ; 
now well known and sa series of short concrete 
| piles cast in holes bored in the ground and spanned by light 
reinforced concrete beams. Evidence available shows that 
tWMMMMMem can be as cheap as the deep strip foundations 
but that it is not suitable for all clay sites, for example where . 
muy CONditions are found or where a large number of 
tree roots may be encountered. Part IT of the Digest deals 
with the application and design of a short bored pile in- 
| dation system, gives a table of load bearing capacity of piles, 
typical arrangement for a small detached house and general 
data. The Digest is illustrated by a number of diagrams 
HEM tographs showing the actual bearing procedure and 
} the type of equipment required. Tables are included giving : 
| the rate of boring for various sizes of pile to various depths. 
Hecause i this the 
las reviewed existing in- 
has found it inadequate 
descrit ri 
| 
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together with a list of recent papers and reports and other 
publications. 


@ National Book List, Architecture. !ssued by Cambridge 
University Press, Bentley House, 200, Euston Road, London, 
N.W.1. Price | -. 

This list is a selected list of books concerned with Architec- 

ture, compiled for the National Book League by the 

librarian of the R.I.B.A. This list is intended for the 
general reader and teacher and not for the specialist in the 
art and science of architecture. Many books, therefore, con- 
sidered to be only of interest to architects have been ex- 
cluded and books on town and country planning have 
largely been omitted. To keep the list in hand toa reasonable 
size, only books published in English have been mentioned 
and American books limited to those of general importance 
or dealing with architects and aspects of architecture which 
have intluenced British opinion. No books published after 
December 31, 1951, and no periodical literature is included 


@ Examples of Structural Steel Design, to conform with the 
requirements of B.S.449 (1948). Part Hl. Issued by British 
Constructional Steelwork Association, Artillery House, West- 
minster, London, $.W.1. Free 

This booklet, written for B.C.S.A. by V. H. Lawton, covers 
the ground suggested by its utle and includes documents, 
formula and tables necessary to explain the design of struc- 
tural steel in conformity with requirements of B.S.449 1948 
The author suggests methods tor the practical design of 
steel bases, giving three examples, two stanchions each with 
single rolled-steel joists and one stanchion with two channels 
battened. It also includes an example of a design of a single- 
angle rafter for a roof truss The publication will be 
primarily of interest to engineers. 


@ Blueprint for Industry. Issued by the Northern Ireland 
Ministry of Commerce, 13, Regent Street, London, S.W.1 
Whitehall 0651. Free 

his booklet gives details of the development areas of 

Northern Ireland where sites are available for industrial 

development. Full information is given concerning labour, 

special facilities offered by the Government standard-type 
factories, financial assistance, housing accommodation and 

transport and services. The publication is illustrated by a 

number of photographs of factories already built in Northern 

Ireland. 


@ The British Journal of Industrial Safety, No. 19 (1952), 
Published by The Royal Society for the Prevention of Accidents. 
52, Grosvenor Gardens, London, S.W.!. Sloane 2246. Price 
Members 2 6, non-members 3 9 

Phe Spring issue of this journal includes a number of articles 
on various aspects of industrial safety mostly concerned with 
the engineering aspect of the problem, including such 
matters as safety training tor power press tool-setters, and 
although of general interest has little of direct concern for 
architects. 


@ Bygglitteratur. Published by Swedish Building Literature, 
Sturegatan 20, Stockholm. Subscription rate for six numbers, 
20 Swedish Kr., plus postage 

his publication is organized through the International 

Counal for Building Documentation and consists ot 

abstracts of all essential books and articles published in the 

partcipating countries, which in 1952 are Denmark, Finland, 

Norway and Sweden. Guide cards are included in the 

material so that an index file can be built up. The Digests 

are printed on standard sheets for cutting up into standard 
slips which can then be filed in the recommended form 

For those interested in keeping in touch with matters of 

interest in relation to architecture and building in the 

Scandinavian countries this system has considerable merits 

and is one which might well be copied in other countries 


TRADE PUBLICATIONS 

@ Electric Lifts. By Lt. J. Gooch, A.M.I.E.E. Published by 
Marryat & Scott [td., 40, Hatton Garden, London, E.C.| 
Holborn 8181 Price 15 


This booklet, published by a well-known manufacture 
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lifts and written by one of their directors who 1s also chair- 
man of the National Association of Lift Makers, deals with 
the regular maintenance of lift installations and is primarily 
intended for the training of electrical contractors in this 
work. The information given is clearly set out with good 
photographs and diagrams, and the idea of publishing such 
a booklet appears to be very sensible. Unfortunately, at 15s 
the price seems excessive 

@ Translucent Concrete. Issued by Lenscrete Ltd., Queen's 

Circus, London, S.W.8. Macaulay 1063 Free 

This paper, by H. Wingrave Newell, is republished from the 
News and Reviews of the Society of Glass Technology, and 
deals with the form of construction where reinforced con- 


crete 1s combined with glass lenses forming a translucent 
panel. The paper gives the history of both British ‘and 
conunental systems, details the principles of structural de 
sign and gives information about early investigation and 


tests Such matters as prestress fire resistance and 
possible future development, are » considered and the 
paper is illustrated by a number of interesting photographs 
showing installations of this kind in the vari 


@ Frameweld. |ssued by George n 5 
Cunard Works, Chase Road, London, N.W.10. Elgar 4000 


Free. 
This booklet describes ting 
reinforcement re been 
developed by one of the I 1. ¢ 
Jones and Co., Ltd The 


fabrication of the reinforcement for 
in the workshop, after which t 
of the required len 


are erected as a4 seil-su} 
wav as the members of 
pany concerned Nave 
of experimental work Nas been 
this system, and it would 
in time on a reintorced cor 
by the adoption of this syste t 

greater accuracy in the spacing and bending of steel require- 
ments will be achieved. No indication is given in the 
publication as to the i 
compared with the norma 


ative costs oO 


as 
the 


delivery of bent rods fo is 
illustrated by a number of hat have 
been carried out in this on tests, € are 


also included 


@ Casebook of Synflat. Issued by Smith & Walton Ltd 
Works, Haltwhistle, Northumberland. Haltwt e 220, 2289 
Free. 
This booklet gives details of the 
by Smith & Walton, Ltd., known 
been marketed by th 
publication includes a long li 
the material, together 


of buildings which have been d 
A leaflet enclosed gives the colour 
ind four for exterior use, and a list of questions and answers 


concerning Synitat 
economical tl 


be applied with times 
the durability of a flat 
oil paint. The i wide 
variety of sur! mn 


smell, and that the 


ilso claim that it 1s unaffected by condensation and is h 
resistant to both water and steam 
@ The Finch Throat Unit. ed by B. Fir & Co. Ltd 
Belvedere Works, Bar gside, & x . ntir 8. Free 
Since the introdt f h ¢ Chr t 
ind its increasing popularity, the Finch Organization |} 
now published a booklet giving furt formation on th 
init and g b 1€ 
flue constru I booklet d iv and 
in particular the fuel saving to be gained by the use of tl 


throat unit, and follows wit i general discussion on th 


1952 


= 
I umn ims 
ire despatched in units 
where they 
in 
| 


THE ARCHITECT and Building N July 24 ) 129 
problem ot the result 
periments 
of the unit 


including 


u lighting fitting manufacture Chrysa- 
can be used for both tungsten and fluorescent 


prices and Nxing 4 


@ Electric Overhead Hoists and Cranes. Issued by Steels @ Formica Forum. Volume |, No. 2. Issued by Thomas De La 
Engineering Products Ltd., Crown Works, Sunderland nder Rue & Co. Ltd., London. Free 


land 5628| Free 


us issue of Formica Forum contains a number of articles 


” logue includes the record of Cole verhead ncerning the sale of Formica and the services given by 
and cI and gives a considerable amour f Company, together with many photographs of jobs using 


information concerning this type of equi 


nt. Each item the material in different parts of the world. Of particular 


strated by means of a photog: aph, a scale dra 9 and terest is the article on the latest development in plastic 

f sizes, hoisting capacity, speed and other informa sheets as a wall surtacing in relation to > the new B.B.C. can- 

eee brief specification of the 1 ‘ een in Bush House. In this building the walls have been 

nt ‘ : orm n - covered with Formica which has been applied direct to 

out ma , for t rned '! \ panels being veneered straight on to the 
with n inical handling of pl ipme t ed walls using a rubber base adhesive, thus 
tri sed 1otographs are al included eliminating the normal fixing grounds and showing a con 
sh 9 use in various types of fact leral saving in installation costs. A figure of 15 per 


el anels are fixed with a gap to allow 
© ae Soverenee News, Spring oes. Issued by Vickers xpansion, with bevelled edges, and aluminium moulds at 
House, Broadway, Westn r, Lond Ww.t t 


p and bottom of the sheets as cover strips Phis 
2 i tion appears to have considerable advan- 

rr Vick a Is can be carried aro curved surfaces 

D i he finished jot ws up well in 

; vork gethe gray ind as surfaces of thi do not require 

the new Orient Line ship. Oronsay. th erior of W ’ juent redecoration, the overall saving on maintenance 

lesigned B O’Rork erab 

( Onon and 

I been designed by | A in Building. ssued by the Northern Aluminium 

ar 


chitect Ltd., Banbury, Oxfordshire. Banbury 2242 
@ Lighting Fittings ed by the G.E.C. ( Le Magnet his book has 
H Kingsw Londor 


n specially prepared to illustrate the use 


y W.C.2. Temple Bar 806 Free { aluminium in building, but the cost of production has 
I - new. ra , 9 d I to restrict the circulation to heads of firms 
GEC: Co. snd rmment Departments, teachers of architectural and 
Kany OF these of a standard of desion bul subjects in Schools of Architecture, etc., and appro- 
and widely used he ; : priate libraries. To these persons the pu ym is avail- 
dee ble free The book is a very fine publication of over 112 
neo ges, including a survey of the application of aluminium 
Issued by Keith Blackman Ltd M building uses; notes on aluminium as an architectural 
17 Tottenham 4522 Free edium with information concerning its various properties, 
Ghat ind a considerable of — drawings and archi- 
tectural detail The book deals i number of interest- 
atl n pretabr n, Various questions in relation to fabri 
cludes excellent photographs otf 
ich yazon Assembly Hall at Bristol; 
Oregon A., al nany other well-known contemporary 
7 buildings in which aluminium has been widely used 
Unul recently almost one-fifth of the aluminium fabri 
@ Sanitary Equipment for Hospitals. | by Row & d ds of re t have 1 mount of 
ve V Reg re e¢ i uilable tor ds, and att ment there 1s 


of aluminium, and building uses of the 
I] I luced prioritt Thi yubli ll 
4 ve a very low priority his publication wi 
reference book on the subject of the use 
Vv m1 and will be of great assistance to 
I ind when the supply of the material 
agese i ind hittin 


@ Lighting Fittings in Chrysaline. Issued by GE ste MISCELLANEOUS PUBLICATION 
agnet H , Kingsway, Londor N.C ee 


I cen pals fittings Analysis of the Dome of Discovery. By Dr 
O. Lazarides. Published by Crosby, Lockwood & Son Ltd., 
loe Street, London, S.W.7 Price 25 - 


Thur 

ss re i ple I Dr. Laza esponsible for carrying out the struc 
f whit ) t b i c ral ar Dome of Discovery for the consulting 
It eeman, Fox & Partners, who provided 
i A 1 water, 1 sions and structural data. Now that Ralph 
f ex bt ne Discovery has practically disappeared from 
, ‘e ae rely new South Bank, this book will no doubt be of considerable 
1 Ir id to structural engineers who wish to stud the 
WI gn ¢ i of l to produce an accurate solution 
I desig the Dome within a reasonable 
j : vid It irchitects will be interested in 
t f the its of this book, but they will no doubt 

j sted aC i l vit y in regretting that this remarkable piece 


hoi 
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of engineering design has been destroyed and is, in fact, 
now merely regarded as scrap aluminium. 


ALSO RECEIVED 


eo by Information Division, Mutual Security Agency, 


, Grosvenor Square, London, W.|. 


* Lighting ore and their Solution. Issued by the 


Ge. 
Free. 


@ Essential Materials for Essential Work. 


Magnet House, Kingsway, London, W.C.2. 
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Cables Ltd., Norfolk House, Norfolk Street, London, W.C.2. 
Temple Bar 7722. 


Free. 


Rawiplug Fixing Devices. Issued by Rawiplug Co. Ltd., 
Rawiplug House, Cromwell Road, London, $.W.7. Frobisher 


Bill. Free 


Free. 


@ New Methods and Machines Digest. April-May 1952. @ Mazda Lamps Price List. 


Issued by Bakelite Kemble Street, 


Ltd., 12-18, Grosvenor Gardens, London, S.W.!. Sloane 9911. Free. 
Free. 


@ Insulated Cut-outs. Issued by British Insulated Callender’s 


Timber Review 

HERE has been a sharp turn in 

the fortunes of the softwood 
tumber trade for this country, with 
prices falling by over 25 per cent in 
little over a month. Official recognition 
of this fall is to be seen in the revised 
Timber Control list of selling prices for 
Canadian and Yugoslavian softwood 
sull to arrive, the average reduction 
being £20 a standard. These new 
prices also apply to Timber Control 
softwood still in stock. 

The Russian umber on offer—over 
90,000 standards—started at the reason- 

able price of £75 a standard c.i.f., and 

has now been reduced by £4 a stan- 
dard for 7in u/s redwood, so making 
the offer most attractive in price. The 
parcels are mainly from the Kara Sea 
and Archangel, providing umber most 
suitable for the joinery and house- 
building trades. 

Some 7,000 standards of Polish soft- 
wood has been placed on the market, 
and the lower mills in Finland and 
Sweden are asking less than £60 a 
standard for redwood, some even fall- 
ing to £50. For the British importers 
the price reductions this year have 
been almost as marked as the increases 
of last year, but this time the offers are 
being given little serious attention. 
Importers are not buying heavily, many 
believing that prices may fall stll 
further before the autumn. 

Another reason for the lack of buy- 
ing is the poor demand in this country 
for softwood. Many licences are not 
being used, and stocks are still high. 
Almost every importer and merchant 
in the country has lost money as a 
result of the latest price changes in 
softwood, and they are not willing to 
buy even up to the limit of their re- 
duced quotas this year until they see 
the stocks now held moving a little 
more quickly. 

Prices to the consumer have already 
fallen, but not to the full extent of the 
market drop. Contracts at the new 
figures will be bringing softwood into 
this country in August and later, so 
that by then the full effect of the drop 
in the market should be seen. Canadian 
wood is an unattractive proposition on 
price, though it has the advantage of 
being offered outside the import quota 

In the hardwood market there is 
little business being done, but prices 
are fairly steady. Care is required in 


buying at the moment, for some mer- 
chants are selling below the market 
level to get stocks moving. Mahogany 
is exceptionally lowly priced at the 
moment and is a good buy Other 
African hardwoods might fall a little in 
price by September. The light hard- 
woods are still costly as substitutes for 
softwood but any change in the licens- 
ing regulations for softwood would 
change this market overnight. 

Softwoods from the scheduled terri- 
tories are now being freely licensed for 
consumption as well as import, this 
being a deliberate Government effort 
to popularize these newer commercial 
softwoods from the Colonies, such as 
podo, and users will have no difficulty 
in obtaining the necessary licences 
Prices are high and are the main objec- 
tion to their extended use 

In plywoods it is possible to obtain 
discount on all purchases these days 
because sales are moving slowly. The 
discount increases as the grade goes 
down the scale, so that many stock 
holders are prepared to forgo their 
full profit to sell the low grades, such 
as WG. Stocks of plywood are tre- 
mendously high, and some further 
changes in the decontrol of this trade 
might be expected to move stocks 
which, at present consumption, would 
last about two years 


Tron and Steel 


A number of technical changes have 
been made by the Ministry of Supply 
in the Iron and Steel Distribution 
Scheme, by the Iron and Steel Distri- 
bution (Amendment No. 2) Order, 1952 
(S.I. 1952, No. 1316 

The changes, effective from July 

21, included : — 

(a) Large springs have been taken 
off the directly controlled list. Manu- 
facturers incorporating springs in 
their products now have to give 
spring-makers sub-authorization 
out of their main allocation 

b) The amount of Electrical 
Conduit which can be obtained with- 
out permit under the small quantities 
exemptions has been reduced to 3cwt 
a month 
Relaxations have also been made in 

the special arrangements for economiz- 
ing in the use of alloy steels containing 
nickel and molybdenum. The Direc- 
tion to steel makers has been amended 


Houston Co. Ltd., 
Plastics for Industry. 
Ltd., 28, Queen Anne's Gate, London, $S.W.1. Whitehall 8892. 


Issued by The British Thomson- 
18, Bedford Square, London, W.C.1. Free. 
Issued by Resinoid & Mica Products 


Laboratory Specialities. Issued by Griffin & Tatlock Ltd., 
Kingsway, London, W.C.2. Temple Bar 2621 


@ Simplex Electrical Equipment. Issued by Simplex Electric 
Co. Ltd., Broadwell, Oldbury, Birmir 


igham. Free 


to add the following to the list of 
special-purpose steels not subject to 
restricuons 

a) induction-hardening steels; 

b) any gun component steel to 
Ministry of Supply Specification $56 
or to Admiralty Specification E52, 
ES3 or E54; 

c) any steel to any Ministry of 
Supply I.F.V. Specification or to any 
Admiralty Specification being (in 
each case) a Specification containing 
a ballistic test standard; 

d armour-piercing projectile 
steels, torpedo steels; 

e) turbine blading steels; and 

ft) steels prepared as a drawn wire 
in coil 
These may now be used without per- 

mission from the Ministry of Supply’s 
Director of Alloy Steel Control 


Code 305. Sanitary {ppliances 


The Council for Codes of tice 
for Buildings has WV issue final 
torm Code 305, “ Sanitary Appliances.” 
It was drawn up by a Committee con- 


vened on behalf of the Council bv the 
Institution of Municipal Er 
nd 1 revised version of 
ssued for comment 


e deals with the selection 


zineers, 
draft 


id 1 ton of sanitary appliances 

( snsive descriptions are 
given of all commonly used appliances, 
distincuon being made bet those 
which are connected to the soil system 
and those connected to the waste sys- 
tem. A large section deals with such 
matters as grouping of appliances n 


PI 
ther with s recom- 


inces in various kinds of buil 


dards is included, and there are notes 
on such pr al aspects as storage 
siti untenance san 
tar 


Je carried the u 


| 
_= 
| | 
| 
sound insula 
puances, tog 
mendatior 
dings 
suct nat schools, 
Ihe ¢ 1al warning 
‘ that, in fhe present abnormal con- 
7 ditions, it may not be practicable t 
carry out all the recommendations 
- Copies of the Code may be obtained 
. trom the British Standards Institution, 
ee 24/28, Victoria Street, London, S.W.1, 
: price 3s post free j 
2 
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Notes below give basic data of 
contracts open under locality and 
authority which are in bold type 
References indicate (a) type of 
work, (b) address for application 
Where no town is stated in the 


JOINTLESS FLOORING 


By THE LIOTEX ASBESTOS FLOORING 
co. LTD 
Prices and Samples on Request 
10 29 Jarrow Rd., London, S.E.16 wept. aa 
Bermondsey 434! 2 3 


hanember condatl, 
| Te Flue) for | 


| new 


EX 
ALTRINDA 
DAMPCOURSE 


ENGERT & ROLFE LTD 


LONDON EASt 1441 


NEW FLOORS for OLD 


Wood Floors}Planed, Sanded, 
Repaired, and Treated 
FLOOR RENOVATIONS Ltd 
36 LAURISTON RD.,E.9. Phone: AMH 1080 
Sandpapering machines for hire 
By Apt tment to H.M. The King 
LIGHTNING INDUCTOR SPECIALISTS 
J. W. GRAY & SON Ltd. 


37 RED LION Sr HIGH HOLBORN 
LONDON, W.C Tel. CHAncery 870! 


Lightning Conductor Specialists 
and Church Spire Restorers 


TheWARRY TROJAN’ MOBILE HOIST 
10 CWT. CAPACITY 
22 ft. Column—Extensible to 80 ft. 


Price wort 
THE WARRY PATENT BUILDING EQUIPMENT 


FAQ@GS ROAD, FELTHAM, MIDDX. Co 


hone : FELTHAM 4057-8 


TERRAZZO & COMPOSITION FLOORING 
FLOORCRAFT 


DURO PAVIORS LTD. 
422 ST. JOHN STREET, LONDON, E.C.| 


TERMIN 9676 


QUALIFYING EXAMINATIONS 


R.1.B.A. « T.P.I. 


Courses of Instruction by 
Correspondence and 


Personal Tuition in Studio 


including TESTIMONIES OF STUDY 
AND PROFESSIONAL PRACTICE 


C. W. BOX, F.R.1.B.A. 


A.LSTRUCT.E, 
115 Gower Street, W.C.1 
Telephone: EUSton 3906 


CONTRACT 
e NEWS e 


OPEN 


BUILDING 

BERKSHIRE C.C 1) New Bracknell 
pri y school No ock’s Lane b 
County Architect, Wilton House, Park- 
side Road, Reading ¢ 2gn e 
August 21 


BICESTER U.C i) 28 houses, with 
roads, paveme and sewers, etc., Buck- 
nell Road Ss! 

Smith and S« 2¥, George 


August 11 


Harry W 


Street, Oxford 


BROMLEY B.C i) 8 shops and 30 aged 
per iwe rs, Hayes Place Estate 


son 


per 


Borough Er: veer, Municipal Offices 
CARLISLE C.C i chool 
Harraby Neighbourhooc b) City 
Surveyor, 18, | Stree 2gns; to 
Cit Ir 17, Fisher Stree d 
CASTLE DONINGTON R.C a) 10 
ouses at Lockingt ane, Hemington, 
and a pair ises at St. Andrew’s Rise, 
Kegworth, and nstruction of a standing 

iV, pat and drainage Messrs 
McCarthy ( and Co., 187, Forest 
Road, Coalville, Le c) 2gns. 
CLIFTON LYTHAM HOUSING 
ASSOCIATION, LTD. 1) 20 bunga- 
lows with stree ind sewer works, off 
Churct ham Clifton Estate 
Office 2gn e) August 8 
DEVON C.C Primary school at Pin 
hoe and a secondary school at Uffculme 


County 
Exeter 
for Uffculm ite, cheque 
Council 1) July 2¢ 


hitect, 97, Heavitree Road, 
tor nhoe site and 5gns 
payable to 


DUKINFIELD B.C. 1) 24 houses in- 

6 bl 15 pairs of houses, Yew Tree 

Lane site b) Town Clerk, Town Hall 
3gn d) July 26 e) August 12 


DLOCK ind 


uction of founda 
and erection only of sec- 


ESSEX C.C. (a) Const 


tions, ar 


mal we i at (1) Chapel Hill 

intree 2) Great Burstead 

Markhams Chase School, 

4) South Hornchurch, (5 
Hornchurch, (6) Stanway, 

8) Pilgrims Hatch, Brentwood, 


10) Culford Road, 
Aldersbrook, Wan- 
W oodford, 13 
<elvedon Schools 
er County Archi- 
tect, County Hall, Chelmsford d) July 


use, comprising 2 
nurse-midwives, at 


chford b) County 

ll, Chelmsford d 

st £3,200 
GOLBORNE U.C 1) 14 houses and 14 
houses, in pairs, at Glazebury b) Engi- 


neer and Surveyor, Council Offices, Low- 
ton, near Warrington. (c) 5 gns. (e) Aug 


address it is the same as the locality 
given in the heading, (c) deposit, (d) 
last date for application, (e) last date 
and time for submission of tenders. Full 
details of contracts marked ye are 
given in the advertisement section. 


“SERVAIS” 


Brand 


WHITE GLAZED TILES 


Foreign 


Delivery from stock 
English Wall, Floor & Fireplace Tiles 


BOYDEN & CO. LTD. 


228, High Street, Croydon 
CROydon 4968 


YOU CAN 
DEPEND ON 


Ce COLOURS 


HARDENERS 
WATERPROOFERS 
DECORATIVE FINISHES 


JOSEPH FREEMAN, SONS & CO., LTD. 
LONDON, S.W.18. VANdyke 2432 


MULLEN 


AND 


LUMSDEN 


LIMITED | 


Contractors and 
Joinery Specialists | 
41 EAGLE STREET, HOLBORN, 
LONDON, W.C.1. 
Telephones 


LONDON 
CHAncery 7422/3/4 


CROYDON 
ADDiscombe 1264 


HIGH QUALITY 
WHITE FACING 
BRICKS 


(S.P.W. BRAND) 


As supplied to the WAR OFFICE, H.M. 
MINISTRY of WORKS, AIR MINISTRY, 
Etc. 


Sample and Brochure 
sent on request 


M. MSCARTHY 


& SONS, LTD. 


BULWELL - NOTTINGHAM 


20 


HASTINGS CORPORATION. a 102 
houses and 5 blocks of 2-storey flats, Har- 
ley Shute Estate, St. Leonards b 
Borough Engineer, 37, Wellington Square. 
c) 3 gns. (d) July 28. (e) Sept. 8 


HESTON AND ISLEWORTH B.C. a 
Block of 6 flats, Cecil Road. (b) Borough 
Engineer, 88, Lampton Road, Hounslow, 
Middx. (c) 3 gns @) Aug. 5. (e) Sept. 1. 


HU NTINGDON B.C. a) 27 houses, 
American Lane site, Huntingdon (‘Scheme 
No. 4 b) Messrs. Lea, Milner and 
Wardley, 4, Market Hill. (c) 2 gns e 
July 30 

IPSWICH B.C. (a) 28 flats, Maidenhall 
Estate. (b) Borough Surveyor, 19, ‘Tower 
Street. (c) 3 gns. (d) July 25. (e) Sept 
11 


LANCASHIRE C.C. (a) Conversion of 
Clarendon Road Divisional Health "Office, 


Eccles, into a school clinic and area child 
ren’s office, and adaptations to The ¢ op 
pice, Windsor Road, Oldham, to form an 


aged persons’ hostel b) County Archi 
tect, County Hall, Preston R 
job, cheque payable to County Treasurer 
d) July 26 
LINCOLN C.C. (a) Conversion of Bur- 
ton Chiff House, Burton Road, as a home 
for aged persons. b) City Architect 
Stamp End. (c aon e July 28 


LONDON— 'STEPNEY B.C. 1) Wel- 


fare centre and library buildings, at 
Lifrary Place, Cable Street, E.1 b 
Borough Engineer, Municipé al Offices, 
227-233, Commercial Road, E.1. c 
Sens. (e) Aug. 8 


LONDON—TOTTENHAM B.C. a 
Public library, 16 maisonettes and 3 aged 
persons’ flats, High Road-Brereton Road 
site. (b) Borough Engineer, Town Hail, 
N.15. (c) 2gns. (d) July 31 
LONDON—WANDSWORTH B.C. sa 
4 6-storey, 1 4-storey and 1 2-storey 
blocks of flats (144 dwellings), Clapham 
Road, S.W.4. (b) Town Clerk, Municipal 
Buildings, S.W.18, with details of experi- 
ence, plant and staff, and names of two 
technical and financial referees d 
Aug. 6 

MELKSHAM  U.C. a 32 ~houses, 
Woodrow Park Estate b) Engineer and 
Survevor, Town Hall c) 2gns e 
Aug. 16 

MONMOUTHSHIRE C.C. a) Addi 
tional classrooms at Blaina Glanyrafon 
School b) County Architect, Queen’s 
Hill, Newport c) 3gns. cheque payable 
to Council. (e) Aug. 15 

NEW MILLS U.C. a) 13 bungalows, 
Highfield Estate. (b) Council's Surveyor, 
Town Hall c) 2gns. (e cate 
N. IRELAND—CL OGHER R.C. a 
36 houses at Ballygawley, 34 at Fivemile- 
town, 19 at Aughnacloy and 22 at 
Mullaghtinney b) Messrs. 
and Lilburn, Scottish Provident Build 
ings, Donegall Square West, Belfast 
Sens e) Aug. & 

NORFOLK C.C. a) Police house at 
Heacham, police house at Reepham, 2 
pairs of police houses and a fire officer's 
house at Tottwood, East Dereham, and 
a fire officer’s house at Downham Market 
b) County Architect, 27, Thorpe Road, 
Norwich. (ec) Aug. 13 
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Service is available 
throughout the country 
GIMSON & CO. ceicesren) LTD. 
VULCAN ROAD, LEICESTER 


Telephone: : LEICESTER 60272 
GIMSON LEICESTER 


CHAIRS 


OF SUPERIOR QUALITY 


NHEAP Chairs for Canteen 
4 . British Restaurants, 
etc, Personal attent 
all Orders 


Mealing Ltd. 


Avenue Chair Works, 
West End Road, 
High Wycombe. 


Catalogue on 


Telephone: Wycombe 499. application 


OUTSTANDING for 


protection egainst dampness 


for all jobs involving porosity, specify 
Penetrex. It penetrates right down and pro- 
vides a perfect seal. Absolutely colourless, 
Penetrex does its work thoroughly on all sur- 
faces, outside or inside. One Gallon covers 30 
square yards. Sold by Builders’ Merchants in 
all sizes from Quart tins to 5 Gallon Drums. 


Send for Price list and full details to the makers: — 
F. A. WINTERBURN LTD. 
HOLBORN STREET,LEEDS,6 Teil.: 25692 


N. IRELAND— R.C. 


i Scheme NO 


Grace 
McCurtcheo 
PICKERING R.C 2 es at Grea 
h ( Ott 20, Ea 
gate, P g Ig Au 
SAFFRON WALDEN R.C. a 10 
houses, Langley b) Council's Clerk, 


Debden Road e) Aug. 9 


SCOTLAND—COLDSTREAM B.C. 
4+ houses, Leet 


Street Town rk, 
Bank of Scot i Chambers, High Street 
4 Aug. 1 Aug. 18 


SCOTLAND—LAUDER B.C i) Block 


Wa s Farm Estat Messrs 
G ( t i Greer Bank 
Bu K I e) 
S Nc g 
WEM U.C. 1) 24 houses and 8 flats, 
New Street b) Mess Hind and 
Brown, 2, M t Stre Hanley, Stoke 
on-Trent —_ e) Aug. 5 


WEST MERSE Al Cc. a) (Contract A 


Construction of 620ft of road, wit 


WEST RIDING C.C. 2 police houses 


Leeds-Barnsdale 


on 


bey: MSL ow U.C 1) Conveniences at 
the c Hall, Wilmslow b) Ex 

and Surveyor, i Office 
pavable to Council e) Aug. 1 


PLACED 


Notes on contracts placed state locality and 
authority in bold type with (!) type of work, 
(2) site, (3) name of contractor and address, 
(4) amount of tender or estimate. + denotes 
that work may not start pending final 
acceptance, or obtaining of licence, or 
modification of tenders, etc. 


BUILDING 


BRITISH ELECTRICITY AUTH- 
ORITY 1) Foundations and building 
work for new power station 2) Brims- 
down 3) Walter Lawrence and Sons, 
Lid., Sun Street, Finsbury, E.C.2 1) 
Building works. (2) Blackburn. (3) Holst 


and Co., Ltd., 


1, Victoria Street, London, 
S.W.1 


TT V | 
Wy 4 
ee of 2 houses, block of 2 houses and a 
m2 block of 4 houses, Allanbank te b 
is Galashiels, immediate Separate trades 
B 
| 
Con- 
_ tract B pairs of houses, a block of 
: i houses, and a block of houses (22 houses 
in all), East Road site, West Mersea. (b 
Messrs. Sparrow and Clater, 7, North 
7 Hill, Colchester. (c) 2gns d) July 31 
e) Aug. 22 
CC 
at Road Glass 
Houghton, 3 police houses at Dodd Naze 
Estate, Hebden Bridge, and 4 police 
‘ houses at Western Road, Goole b 
County Architect, “ Bishopgarth,” West- 
field Road, Wakefield 2gn e 
Aug. 8 
. WEST SUSSEX C.C. a) (1) a four- 
cla primary school, with | 
and internal and external sef 
2 % Ham Field site, Shoreham-by-Sea, and 
7 j 2) two classrooms over new laboratory 
adaptation of accommodation to pro- 
<<1{j\! ——_ vide a staff room at Steyning Grammar 
School b) County Architect, County 
Pene 
: 
‘ 
ik 


THE ARCHITEC! 


ENGERT & ROLFE LTD 


COPPERTRINDA 


The Best Dan rse yet produced 


EASt 1441 


Domestic Water Heating 
Basic Engineering Principles of Electric 
and Solid-fuel Inst: ations 
By Ronald Grierso on, MAI E. »M.LMech.E. 

Explains 


and 


London's Finest newssecondhand Value 
ARCHITECTS PLAN CHESTS 

| Sates! Chars etc 


MARGOLIS 


378-3 380 EUSTON ROAD LONDON 


~ 
= 


Prone £05 25 


To ALL BSS 


COVERITE 
(ASPHALTERS) LTD 
PALACE GATES STN.N22 Bowes Port / 


| 


95 


NEWCASTLE-ON-TYNE CORPORA- 
TION. (1) 194 ¢ 2 


ST. MARYLEBONE I 
2) Boundary R 3 
So Lid., W 


LONDON 
R 


HENDON 
( 

lis d 

Hill 


wor VERHAMPTON BC. 1) Junior 
Rake Gate A. and R. Ast 
I reet ur k, Staffs 4 


ENGERT & ROLFE LTD 
FELT ROOFING 
CONTRACTORS 


EASt 1441 


R | B A INTER, FINAL AND 

SPECIAL FINAL 
Postal Courses in all or any subjects including 
Design and Professional Practice. Consultations 

arranged 
THE ELLIS SCHOOL 

Principal: A. B. Waters, MB.E..GM.. FRIBA 
1036, OLD BROMPTON ROAD, LONDON, 8.W.7 
Phone: KEN 4477/8/9 and ot Worcester 


The Sign of Quality 


One of the best and most 
dependable names in Joinery. 
THE MIDLAND JOINERY WORKS 
LIMITED, BURTON-ON-TRENT 


Phone : Burton 5085 (4 lines) 


Carron will plan the 
complete kitchen 
layout for vou 


Carron heavy duty cooking equipment is produced 


to run on any type of solid fuel, 


electricity. Carron experts are 


on the most suitable installation. 


in 


steam, gas, Ol 


position to ady 


Not only will arron 


supply the best cooking equipment for your purpose, but will 


plan the complete installation. 


can be arranged. 


Regular maintenance contracts 


Write for further details and literature to Dept. 


Cc a ? n HEAVY DUTY COOKING EQUIPMENT Coal Coke Steam Oil Gas Electricity 


CARRON COMPANY CARRON 


FALKIRK * STIRLINGSHIRE and London 


Manchester + Liverpool 


Newcastle » Glasgow 
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LONDON COUNTY COUNCIL. (1 
| Eight blocks of flat 2) Frampton Park a 
1 ip Estate, Hackney. (3) Halse and Sons, Ltd., 
Woolw S.E.18. (4) £362,665. Further 
blocks w ost £144,921 
HOVE B.C 1) 72 flat 2) St. Helen’s = ae 
LONDON £14 = Esta 3) H. J. Pa Ltd., 210, Church LONDON E14 
Road, Hove. (4) £78,112 
| $) Jesmond 
| Road, Newcastle-on-Tyne 4) £256,946 
giv tice | B.C. (1) 40 flats ; 
in the supply of t water for domestic pur- J. M. Hill and 
[Hi I Lis ET IRTMENT 
HIN EPARTMENT, | | 
j 1) R truction of school 
| vad, W ic 3) Bucking 
| har Sor Ltd., 45, Vivian Aven 
| N.W.4. (4) £44 1) Primary school 
2) Sou G 3) A, Scott and 
Sons, Ltd Ridge Avenue, N.21 4 
£40,9 
Roger Malcolm, Ltd., 44, ve 
Lawrence Street, Mill 
imy ind Co., Ltd., The 
= H ersn We 1) 54 flats, 7 
house 2) Northway Circus, Mill Hill 
ASPHALT nt & G ind Son (Contractors), 
WORK a a 47, Holland Gardens, Garston, Wat ; 
\ 
> \ 
| 
/ 
/ 
yy, 


The Builder says— 


“It brings to every 
Building construction 

Lasting protection 
From damp’s 


destruction!” 


BRIGGS AQUALITE 
bitumen dampcourse 


Manufactured from a core of untearable 
hessian coated with pure bitumens. Always 
retains its perfect damp resisting qualities. 
Laid in a minute —lasts as long as the wall. 


WILLIAM BRIGGS & SONS LTD., DUNDEE & LONDON 
Offic ices ond Depo lso at 
Aberdeen, Bristol, Edinburgh, Glasgow, Leicester, Liverpool, Norwich 
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Fire Automatically Sealed! 


with 


CURFEW 
FIREPROOF DOORS 


CURFEW DOORS & SHUTTERS LTD. 
CURFEW WORKS, ANCOATS, MANCHESTER, 4 


Telephone: COLIyhurst 2018 
TUDOR WORKS, PARK ROYAL, N.W.10 ‘Phone: ELGAR 6954 


iUNBREAKABLE 
PLASTER 
VENTILATORS 


ANTI-DRALGHT LOUVRES AND GRILLES 
FLAT OR FLUSH TO WALL 


Model J 2 


Full Particulars and Sample on request from :— 


COZENS VENTILATORS LTD. 
2, KINGSWOOD ROAD, PENGE, 


LONDON, S.E.20 
SYDENHAM 8575 


All Types of 


STEELWORK 


Designed, Fabricated 
and erected 


= 


OLD LEEDS STEEL WORKS, 

BALM ROAD, LEEDS 6. 
Telephor ne: Leeds 766/49 
Telegrams : Corflat, Leeds 


% Steel-framed Buildings 


% Steel from stock 
%& Pressed Steel Rainwater Goods y& Pressings up 
to 7" thick mild steel 
* Profile Cutting 


% Guillotine Shearing 
¥% Slitting Sheets and Coils. 


22 

| 


ARCHITECT and Building News, 


No. 3054 polished or painted wood No. 3053 suite. The Chevin Boiler 
mantel; tile surround and hearth. Flue Set shown above burns smokeless 
Shown with the Heaped Fire, but fuel (all night) and supplies domestic 
may be supplied with other fire parts. hot water. 


WO typical fireplaces in the Bratt Colbran tradition and 
eminently suitable for today’s low price housing. 


THE BURL DING CENTRE 
B C l b See our permanent exhibit at the Building Centre, 
r a t t O r a n Store Street, Tottenham Court Road, W.C./. 


BRATT COLBRAN LIMITED, 10 MORTIMER STREET, LONDON, W.1. Telephone : MUSeum 9411 


Steel Office ana Works’ PRIORITY GIVEN 


EQUIPMENT 


The ideal Permanent or Temporary 
division for Offices and Works. 


The single skin type illustrated has 
proved exceptionally popular, being 
much lower in cost yet at the same time 
proving most effective and attractive in 
appearance. All glass is fitted with our 
renowned rubber shock absorbent chan- 
nelling, which keeps all glazing firm 
under all conditions, and prevents rattle 
and noise 


N.S.E. Partitioning can be adapted to any 
requirement. Full particulars on re- 
quest. If you have a problem we shall 
be pleased to help you to solve it 


Also makers of CUPBOARDS, OPEN 
and CLOSED RACKING, STORAGE 
BINS, FILING CABINETS, etc. 


NORWOOD STEEL EQUIPMENT (LONDON) LTD. 


44 NORWOOD HIGH STREET, LONDON, S.E.27 Telephone: GIPsy Hill 1104/5 
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POST-WAR REBUILDING 


PORTLAND STONE LIFTS 


MONKS PARK STONE 


Head Office : 
BATH 


THE BATH & PORTLAND STONE FIRMS LTD. 


LONDON OFFICE: 


PORTLAND Grosvenor Gardens House, S.W. | Engineering branches Slasgow 
Tel.: 3248-9 Tel.: 3113 Tel.: ViCtoria 9182-3 Dunder Liver 
Ne é 8 E s, Belfast 


by MORRIS 


Herbert Morris Ltd. 


Loughborough 


the answer to 


PLANNED AIR DISTRIBUTION 


Plannair Grille with vertical louvres Also 


available with horizontal louvres 
ver siz 


manufacturec 


specify PLANNAIR grilles... 
KADK MARK 

Planned Air Distribution hs using * PLANNAIR ™ Grilles with fully 

adjustable face louvres, giving an angle of air spread up to 120° in 

either vertical or horizontal planes. Grilles can be provided with 

single flap dampers or alternatively with multi-blade dampers. 

The latter is to be recommended for all Grilles used for Air Supply 
where volume control is essential. Over 400 sizes of Grilles are avail- 
able in our range, giving free areas of up to 80°, of grille surface. 

Grilles with multiblade shutters are also made for remote control. 

Write for full details 


CAMACK BROWNE LTD. 


140 PARK LANE LONDON 
MAYFAIR 4374/5 


PATENT STEEL ROLLING 


SHUTTERS: 


* Shutters is a term indicative of class, 
not oon but the word “ KINNEAR ”’ prefixed 
gives added significance and carries with it the 
assurance of superior service. 


KINNEAR TERMS OF SERVICE 
20, 30, 40 years and over 


ARTHUR L.C GIBSONs C2L® 


Manchester 


Ghagow 


“ROSSLYN” 


THE ALL PURPOSE COOKER 


Cooking Space Heating 
Hot Water 
Boiling & Simmering Space 


Continuous burning offering 
efficient service day and 


night at very low cost. 


The Rosslyn is a real comfort 


in the home, and with the 


doors open, so cosy to sit by. 


The Ministry of Fuel & Power 


The ROSSLYN is a heavily constructed, self-contained, 
all-purpose cooker capable of amazing performance 
upplied in pleasing porcelain finishes 


Approved by 


Please send for further details 


SAMUEL SMITH & SONS LTD. 


(Makers of the famous *‘ Foresight "* Grates) 


BEEHIVE FOUNDRY, SMETHWICK, 41, 


STAFFS. 


FOR YOUR ROOFING PROGRAMME 
SLATES are BEST 
PENRHYN 


E RED, BLUE & GREY 


SLATES 


PENRHYN QUARRIES, 


B. G. F. Adlington, Agent, 


PORT PENRHYN, BANGOR, N. WALES 
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OFFICIAL 


APPOINTMENTS 


Rate 16 per line, minimum 3’ 


te 


ANNOUNCEMENTS 


CONTRACTS 


TENDERS 


Close for press Ist post Monday for following Thursday Issue 


APPOINTMENTS 


answering these ad 


The engagement of pers 


are invited for the temporar 
f ASSISTANT ARCHITE 
the nty Archite 


cts De 


ave a na 
the 
W. HUGH JONES 
Clerk of the County ¢ 
County B 2 
MOLD 5 
LONDON COUNTY COUNCIL 
ARCHITECT'S DEPT 
AR HITECTS, A.RI.B.A., required r 
struct div ns (Sch s, Housing G 
eral Starting ar pt £8 10s Apr 
f s from Architect (quote EK, HSG 3), County 
Hall, S.E.1 69 6529 


COUNTY BOROUGH OF DONCASTER 


BOROUGH ARCHITECT'S DEPARTMENT 


Scale of Salar 


a) TWO ASSISTANT ARCHITECTS (1 


pora Sta ( A.P.T. VI, £64 

x Applicants must be 4 
RIB.A. a j ce ‘ 
paratior k working aw.ng 
or 


b) ARCHITECTURAL ASSISTANT (Per 
Gr V, £15 


manent Staff ade A.P.T 

x £2( £¢ Applicants 

R.I.B.A. and ad exper in tt 
tion { scheme and working drawings f 


uthori ng velopments 

ARCHITECTURAI ASSISTANT 
manent Staff}, Grade A.P.T. IV, £§ £1 
£57 Applicants r t 
ate R.IB.A. exar 


t 


Inter 
have 


Standard anc 


ene ence i sct ieveiopment 

d) SENIOR QUANTITY SURVEYING 
ASSISTANT (Permanent Staff), Grade AP.1 
VII cants 


rporate Members of the R_I.¢ Q 
D nd will t r 

B ‘Oo 


aking 


Ql 


i projects is essential 
ANTITY SURVEYING 
nent’ Staff), Grade AP.T 


l £15 £ 
S. Intermediate 


experienced in abstract 


accounts and takin 

The 
notice in w 
the Nationai 
Government 
successful 


obtained from the 
Tucker, ARIBA 

Doncaster, and must 

Monday, the 
i 


qualification 


H. R. WORMALD 
own Clerk 


1, Priory Place 
Doncaster [6544 


APPOINTME 


‘TS—contd. 


THE UNIVERSITY OF SHEFFIELD 
ARCHITECTURAL DRAUGHTSMAN 


A Ri HITECTURAI DRAUGHTSMAN re 
4 Ss s Off f 


3 ed t v ( the Uni 


ARCHITECTURAL AND 
ING AND MECHANI 
AL. ENGINEERING 


ite applica 


PE ASIC 
G nt Depart 
i biects, and 
work are 
I t af time 
wed a n 
I i eir application 
4 4 expect” earl) 
PI 
( i Ordinar 
‘ 4 € 
pr 
Sala I j a £352 
at age 
women 
Slig I Prospects of pro 
if 
Serv 
I iH Oo B 


COUNTY BOROUGH OF GRIMSBY 


BOROUGH ENG 


D ARCHITECT'S 
N 


APPOINTMENT OF SENIOR QUANTITY 
SURVEYOR 


A PPL ICATIONS are invited for the following 
= appointn in the hitectura Section of 
the above Department 

SENIOR QUANTITY SURVEYOR 
Grade A.P.T. VII 


Salarv £685 rising t £760 per annum 


the Conditions 
ouncil, terminable 
side and to the 
ent Super 
uccessful candidate 
examination 


s and de 

copies of two 
d to the under 
Friday, the 15th 


made available 
married 
J. V. OLDFIELD 


B gh Engineer and Surveyor 


Municipal Offices 


Town Hall Square 


July, 1952 [6555 


CONTRACTS 


STOURPORT-ON-SEVERN 
URBAN DISTRICT COUNCIL 


"THE Council invite Tenders for the ERECTION 

and COMPLETION of a BLOCK OF SIX 
SHOPS WITH FLATS AND MAISONETTES 
at the WALSHES FARM ESTATI STOUR 
PORT-ON-SEVERN 


The Form of Tender and Bills of Quantities 
may be tained from, and the Plans inspected 
at. the offices of ssrs. Godwin, Clist & Green 
way, F F.R.LC.S., Architects and Sur 
veyvors, Bank Buildings, Kidderminster 


Payment of a deposit of th 
which will be refunded « 
Tender, together with the 
supphed 


ree guineas is required 
» receipt of a bona-fide 
urn ot d 


cuments 


Tenders on the 
plain, sealed envelopes 


provided enclosed in 


JOHN MOFFITI 


Clerk the Council 


Stourport-on-Severn 


TENDERS 


TENDERS FOR THE SUPPLY OF 
TELEGRAPH POLES 
to the 
GENERAL POST OFFICE 


THE Postmaster-General invites offers for the 
supply of Telegraph Poles from the following 
home-grown species of umber Spruce (not ex 
ceeding 28ft in length Scots Pine Larch 
Douglas Fir, Weymouth Pine and Western Red 
Cedar 
Sizes required are 18ft-22ft Extra Light, 16ft 
40ft Light and 24ft-40ft Medium 
For particulars write The Director of Con 
tracts, Post Office Contracts Department (PGS 
Dollis Park, Finchley, London, N.3 [6545 


AUCTION SALE 


First Sale 
COOMBE PARK STUD, 
Whitchurch, Oxon 
3 1 mile from Pangbourne Station 
Notice of the Important Sale of Excellent 
BUILDING MATERIALS 
resulting from the Demolition of the Mansion, 
and including 
A large number of Polished Mahogany and other 
panelled doors, fireplaces, panelling, door linings 
and architraves skirting, windows, glazed tiles, baths 
and lavatory basins, large quantity of timber in 
mouldings, boarding, deals and beams, electrical 
and other fittings, galvanised tanks, flagstones and 
slates, open-fronted bookcases from Adams Period 
Library, and numerous other items 
which Messrs 


~IMMONS SONS 
S AM & S S 


have received instructions to Sell by Auction on the 
premises on 
Tuesday, 29th July, 1952, and following days 
commencing daily at 11 o'clock 
Catalogues in due course from the Auctioneers, 
Henley-on-Thames (Tel. 2), and at Reading and 
Basingstoke (6524 


 - 
vertisements must be made through the loca! office 
of the Ministry of Labour and Nationai Service. etc F 
7 the applicant is a man aged 18-64 or a woman 
@ged 18-59 inclusive, unless he or she or the em ‘ 
loyer is excepted from the_ provisions f The 
Notification f Vacancies Order 1952 
sit ruction 
inclu g prey 4 
Salary a g to experience. The post is sub 
A PPI ICATION y ect t Supera ation Scheme 
appointment furt pply to the Bursar, The 
two vacancies) Wf Universit S {6549 
ment. Salary betw £71 
per annum according to qualifications and experi 
ence Apr ints 1 st be Registered Architects 
and I of 
AMENDED 
1 without any name or mark 
LA | SM 
~~ ENGINES Shops and Flats Walshes Farm Estate must be 
CAL AND. ELEC delivered to the undersigned not later than noon 
on 9th September, 195 rhe Council do not 
bind themselves accept the lowest r oany 
Pender rhe acceptance of any Tender is als 
subject to the approval of the Ministry of Housing 
and Local Government 
| 
The Council House ‘i 
1Sth July, 1982 {6847 
A PPI ICATIONS are invited for the following 
<% appointments in accordance with the National 
pplica 
tion forms s id be returned as soon as possible i 
[6852 
para 
Local 
£15 DEPARTME 
ast 
mu 
S 
preparatior 
with schoo 
of the Corporatior — 
off for large and varie 
JUNIOR 
ASSISTANT | Per The appointment 1s 
he one mor notice on eit 
standard and be full) Bing and provisions 
billir ng n s preparation of final atin rat = Act. 19 The 
quantities for small works oe be required to pase med 
will be subject to one month's 
ther side and to the terms of Applications stating age, qu 
Council’s Scheme of Local tails of experience, together w 
annuation Act, 1937, and the recent testimonials, to be deliver 
ts will be required to pass a signed not later than noon or 
me ion August, 1952 
Forms of application may t 
Borough Architect I J Housing accommoda P| 
F.I.Hsg., 15, South Parade 
be returned not later thar 
August, 1952, to the undersig | 
h Canvassing, directly or ir dis 


COMPETITION 


PROPOSED MEMORIAL IN LONDON 
TO THE ROYAL ARMOURED CORPS 
OF THE 1939-45 WAR. 


THE ROYAL ARMOURED CORPS invites 
sculptors of British birth to submit designs in 
competition for a Memorial which they propose to 
erect on a site overlooking Hyde Park, London, 
between Apsley House and Stanhope Gate, to 
commemorate the names of Officers and men ot 
the Corps fallen in the 1939-45 War 

The Compeution will be carried out in two 
Stages and from the designs submitted in the 
preliminary stage the Assessors will choose three 
designs to take part in a final Competition. 

The authors of these three selected designs will 
each receive an honorarium of Two Hundred 
Guineas on submitung a model for the second 
stage of the Competition 
ASSESSORS 

Gene Sir Richard McCreery, K_B.F 

DS 
Major (ana Sir Percy Hobart, K.B.E., C.B., 
D.S.0., M 

Brigadier Sir Henry Floyd, C.B. C.BE 

Sir Owen Morshead, K.C.V.O.. DS 

Sir William Reid Dick, K.C.V.O., 

C. H. King, P.R.BS 

Gilbert Ledward, R.A 

Robert Atkinson, O.B.E., F.R.ILBA 
LAST DAY FOR QUESTIONS 

4ist August, 1952 
LAST DAY FOR SU BMIT TING DESIGNS 

December, 195 

Conditions of the € ‘ompetition and plan of the 
site can be obtained from the Secretary, Royal 
Society of British Sculptors, 6 Queen Square, 
London, W.C.1, on payment of a deposit of One 
Guinea, which will be returned on receipt of a 
bona fide design or on return of the Conditions 


6542 


THE ARCHITECT and Building News, July 24, 1952 


ARCHITECTURAL APPOINT- 
MENTS VACANT—contd. 


A®« HITECT required to design 

erection of Palace in Kur 
Coast. Applications are invited fr 
architects for appointment as ab 
of between 2 two S vears at a 
range £1,500 to £2,500 per ann 
tion, allowances and leave on 
Government Civil Service... For details of 
ment apply to Secretary, New Palace (¢ 
Asantchene’s Lands Office, P.O. Box 48 
Ashanti, Gold Coast. Closing date 2 
ys? 


PLANT FOR SALE 


ALDEN Duplex vertical type blueprint 
machine, complete with arc lamp and governor, 
for sale, suitable for small drawing office, builder's. 
architect’s office.—Apply Taylor, Wordsworth & 
Co., Ltd., 167, Water Lane, Leeds, 11. Tel. 32451 

(6497 


and to save 


UATIONS ‘VACANT 


The engagement or persons an 
vertisements must be m thro 
of the Mint Labour 
if the applic 


ployer is "excepted. 


\ TANTED in September, exper 

for architect's office in West 
Hours: 930 am. to $30 pn 
Knowledge of Book-keeping 


Chancery 7915 for interview 6s 
DITORIAL assistant required 
“and Building News."’ Applicants 


terested in the practical side of archi 


West 
building, and preferably have some area tie lera rent 
site work. Salary according to age and experience € 6554 


Box 1266 [6506 


I RAUGHTSMAN used to 
floor design and up to ordin 
tificate standard in bui 


PROFE ‘SSION. Al 


ne or two 


28. required for perm: 
Apply tor application form to Fireprox 
Floors, Ltd., Imber Court, East ! Su 


MISCELLANEOUS SECTION 


RATE : /6d. per line, minimum 3)-, average 
line 6 words. Each paragraph charged 
separately. 

BOX NOS. add 2 words plus |/- for registra- 
tion and forwarding replies. 

PRESS DAY Monday. Remittances payable 
to Iliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E.1. 

No responsibility accepted for errors. 
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ARCHITECTURAL APPOINT- 
MENTS VACANT 


The engagement of 
vertisements 


is eF rd pr visio ns Of The 
Not nhc ation of a7 acancies Order 19 


I AR-ES-SALAAM.- Architectural assistant for 

leading professional office; must have all-round 
practical experience; free passages on 3-year con 
tract; initial salary about £750 p.a—Send brief 
personal and profe ssional details to Overseas Tech 
nical Service, Welldon 5 rescent, Harrow, quot 
ing reference No OSS.38 [6546 


SITUATIONS WANTED 


RCHITECTURAL Assistant, just completed 
five years’ course. Some experience. ¢ t 
Public School hool. Hard worker. Box 1585 


SERVICES OFF FERED 


rk 


‘THATC HING and reedlaying contracts under 
taken by experts.__J. G. Cowell, Soham, Ely, 6556 
Cambs (0122 BLO Or ‘K 
PROFESSIONAL artist. specializing in architec , storage 
tural perspectives and fine detail m« xdels t au = services atfor 
enquiries. Turner, 3, George St.. Crovd 34 possession.--Apply to owners, Woodman’s, Pinner 
Tel. Pinner 651 


ESIGNING and detailing for R< 
structures also general building 
Regent al Service 81 
London, W Tel. Gro. $375 


FOR SALE 


NISSEN HUTS, ETC. 


BU IL DINGS 


overed new or second- 


ALL Mouldings. Plain and Embossed, and Em - hand sheet to 9lft wide, in any 
4 bossed ornaments Numerous engtt Delivery ex stock 
Dareve’s Moulding Mills, Ltd., 60, Pownall Rd WESCOL CONSTRUCTION CO., 
Dalston, E.8 ORE QUEENSBURY, BRADFORD 
"TANK and steel plate fabrications of every de- Tel. Queensbury 3292 {0117 
scription up to (yin thick galvanised, painted I ECONDITIONED ex-Army huts and manu 
self colour. Riveted or welded. Blacksmith work factured buildings, t P asbestos, Nissen 
and profile cutting Joseph Ash & Son, Ltd., Rea type h it etc prices.——Write 
St., South Birmingham. Tel. Midland 2441. Lon call f Uni lies (Belvedere 
don Office: W. T. Platt & Co., Grand Bu ildings Ltd ‘Dept Crabtree Manorway, Belvedere 
Trafalgar Sq., W.C.2. Tel. Whitehall 5782. [6492 Kent. Tel 2948 {0120 


INDEX TO ADVERTISERS 


Official Notices, Tenders, Auction, Legal and Miscellaneous Appointments on pages 25 and 26 
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Ipervise 
Gold 
salihed 
mtract 
in the 
lr to FO! enoval, 
‘ lar to 1 
aR double handling the following In very excel- 
onineies lent conditior ets of 3 per set Beeston Robin 
4 spi Hood Maijgr t each boiler sists of 7 sec 
approx. size of each boiler 6ft x 6ft x Sft, 
together with a large quantity steam piping, 
Vaives and gauges from lin to 6in; 6 1 0 gallons 
: —w galvanized, welded steel storage tanks approx Sft in 
Lying at Foxley Camp, Herefordshire, which is 
ring these ad situated 7 miles from the west fe of Hereford 
gh the local office This plant can be viewed from Monday to Friday 
RT aes C. Che. between 9 a.m. and 4 p.m. upon application to the 
; . or ake or the em foreman on site Further details and price can be 
Po provisions of Th btained from Messrs. R. Ashton & Sons, Ltd., , 
109, Stoke Newington Road. London, N.16. Tele 
phone ¢ | 568 $1 
secretar 
Central area — 
Saturdays 
Ring 
~ 
3 ACCOMMODATION 
¢ shed 
: et Gays weekly, with or without 
Cer typing taflal services; reasonable terms; 
bout every facility Mayfair 4246 [6488 
ARCHITEC TURAL student has tw jouble 
7 t 4 rooms t et in South I jon mins. from 
Charing X, Water and London Bridge wn 
6548 cooking facilitic ideal for student, ample peace 
== for study and drawing, £2 10 inclusive Box 1538 
Regent St 
made through the local office 
of the Minist Labour and National Service. etc | 
if man aged 18-64 or omar 
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GF Malleable Tube Fi 
are manufactured from 
the best English Iron and 
are annealed by the 
exclusive GF methods 


This Engl sh 


ing, accurate threading, 
clean finish and bore, non- 
porosity, non-liability to 
spirit ndividual examina- 


tior 
to cut pipe-fitting costs tc 
a minimum, andt nduce 
in the 


Sdenc 


satisfaction 
unobtainable with a less 


perfect fittir 


We are always pleased to 
recomn 

users 5 
lations or Er 


their 


ence j 
able tests or s¢ fications 
to cover 


of quality 
All GF f tt ngs ure brat 


ded with the screw 
size at eact tlet, also 
with the re 
trade 
on 
this 


You always get a 
good fit with GF. 


City Wall House 
129 Finsbury Pavement, 
London, E.C.2 
Warehouses : 
London, Manchester, 
Glasgow, Belfast. 
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TYLER & FREEMAN 
~ LIMITED. 


Messrs. 
WHINNEY. SON & AUSTEN HALL 


W. T. HENLEY’S TELEGRAPH WORKS CO. LTD. 
HATTON GARDEN, LONDON, 
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